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it’s HOTTER than you think 


A nine-page article that spells out 





one distributor’s success in selling 


electric heat..... Starts on page 51 





UNIQUE 


No Other Liquid Tight 
Flexible Conduit Connectors 
Have The APPLETON Brass 
Ferrule. Ferrule Screws In and 
Crimps On For a Perfect Seal 
and Positive Ground 


HERE’S 
HOW THEY WORK: 


® @® € 


“ 


om, fit nn 
g A DD i = 6 iyi The Only Fittings of their Kind... 
pow Provide Positive Wiring System Protection 


mobly (8 oe “ @ Here are flexible conduit connectors with at > plus! Nothing 


inector body (C P 1 ” 
< ome loose deteriot 


{ rack [ Kk! ra rruic¢ 
S] Series Connectors stay ught t Ire POSitive 

| ! } } 
exclusion of LiQuids, fumes, chif sha otuner foreigi 


{ter fro machine! 


Completely assembled “ST” connect threaded, brass ferrule ts 
PORTANT t must be tight . 
sescible. te al ground between conduit 


1 


va we Tae ” unfailingly within 10 mill 


oss section of completed connection shows 


sony Gaeetinst. cai ae tat diimuaieeen Semube A QUALITY LINE OF ELECTRICAL FITTINGS ALL FROM ONE SOURCE 
wo seals perfectly and gives positive SOLD EXCLUSIVELY THROUGH SELECTED WHOLESALERS 


ground between conduit and connector 


APPLETON ELECTRIC COMPANY FNS 
1734 Wellington Avenue * Chicago 13, Illinois om \ A 


ilso Manufacturers 








Get More |iDependabie Protection| 
for Motors and Branch Circuits 


ECO 





electrical wholesalers 


ECONOMY FUSE & MFG. CO., 2717 Greenview Ave., Chicago 14, Ill. 


August, 1955—ELECTRICAL WHOLESALING 





LETTERS TO THE EDITOR 








Liked ‘Basic Dimensions” 


welcomes expressions 


all ee to 


tor, Electrical Wholesaling, 


t2nd St , New Yo rk 46, | 


| opinion from readers 
t 





You’re Welcome 
information Please 


r Ss 


Think “Top” is Tops 





COMING NEXT MONTH: ' 


Electrical 
Construction 
and Maintenance 


> Electrical South 


* Electrical . 
Manufacturing 


The THOMAS & BETTS CO. 


incorporated 
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insulined 


THE NEW CONCEPT IN FITTINGS THAT 
REDUCES WIRE PULLING EFFORT UP TO 50% 


ating Bushing Look for the bright bluse insulined 


ANOTHER NEW T&B ENGINEERED EXCLUSIVE — 


STANDARD The First Line of Self-Insulated Raceway 
RIGID Fittings! Just look at the many benefits y 
CONDUIT Bie 


with these new “ins ned 


They are the EASIEST to Install 
Factory-assembled, the In 
part of the fitting t 


or pull out. The slippery 
, 
t 


} 
} 


cuts pulling effo1 





They make the SAFEST Installation 


Because of the nation’ 


the trend is toward it 


ELECTRICAL locations. Insulat 


fittings today. Extre 


METALLIC unaffected by 
TUBING or tumes 


They make the MOST ECONOMICAL 
Installation 

A one-] ing make 

easy for maximum on-the-job savings. There 


is no need to add a eparate insulating bushing 





They give the Installation a QUALITY LOOK 


Strong, longer bodies and heavy lock nuts 


FLEXIBLE 100% visibility accurate threading ill of 
CONDUIT OR the features vou've come 

ARMORED engineered fitting 

CABLE Write for free sample 


contact your nearby 7 


IT’S THE MARK OF AN AUTHORIZED T&B DISTRIBUTOR 
Tr m ne of TABS ‘ t and raceway by 


tat artes ot 


é 


esaier way 


THE THOMAS & BETTS CO. 


Thomas & Betts Ltd.. Montrec!, ?.O., Conoda 
MANUFACTURERS OF QUALITY ELECTRICAL FITTINGS SINCE 1898 
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Print Order This Issue: 


Breaking In a New Territory 


Here's whet it 


means for South Bay Ele 


How They Broke Their Traffic rete 


Doubleday-H 


s new crive-througnh ha virtue 


4 


— Your Markets 


B y if 


date on what y 


Chicago Adds Five New AW ‘Stars’ 


ulminat ‘ 


uch planning, this Better 


The Salesman’s Technical Notes 


réers 


Selling Electric Heat 


A nine-paae 


Built 


ew 


4 


ire and w 


on Flexibility 


Why Price-Cutters Can’t Win! 


he pr 


DEPARTMENTS 


Letters to the Editor 


New Products 
Top of the News 


Times and Trends 


Whot's Happening in Washington 
News for the Industry 


Next Month: Two 


44 


Business 


11,875 


Thomas M. Cassidy 


George D. Farley 


J). F. McPartiand 


Howerd J 


Emerson 


74 and 76 


index 


Price index 


Chuckle 


of the Month 


Calender of Events 


New Products 


New Literature 


You Cen U 


Special Reports on Lighting 





COMPARE THESE owwidwest 
_-LOCKNUT FEATURES... 


iob Compare 


ocknu 


better 


ts 


Sure 


All Midwest 


ocknu 


® Here is another 
r tings Qua! ty s iusto 
total job done—r ght—with 

terial and man hours 
ngs to meet the hig 


hest sta 
Gg $s? s'aQ 
$ 


our object 


Midwest 


e 


at Midwest 


, 


“MANUFACTURERS OF f 


< 





WIRING PRODUCTS 


pre’ 


NEW PRODUCTS 





4 f its ¢ upwar Reflector Lamp 
vb Wawa as t By, Westinghous Electric Corp 
. te : Bloomfield, N.] 
on () 
_ I 
Lighting Fixtures 
The Steber Manufacturing Co.., 


Broadview, II] 


Sk 


Luminous Ceiling 


Luminous Ceilings, Inc., Chica 





Z0 

i7, Ill 

Tapes 
' The Okonite Co., Passaic, N.] 
( r [ { f f t 
{ 
| 
| 
Transformer 
Jefferson Electric Co., Bellwood ; 
S- | Lighting Fixture 


Markstone Manufacturing ( 
Chicago 1d, Ill 





Panelboards 
Che Pyle-N ( ( 


Cord Set 

General Electric Co., Bridgeport 
Fluorescent Fixtures 

H I Williams Products ( 
( thage. Mo 


nS 


(Conn 


Fle 
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NEW PRODUCTS Silent Switches 
Circle F Mfg. Co., Trenton, N.] 








Expansion Shell 
|. D. Polis Manufacturing Co 


Cord 
United States Rub 


York 20, N.Y 


(hicago 25 Ii] 


Lampholder 
McGill Manufacturing Co., Inc 
\ iipar iso, Ind 


Window Fan 
Frigid, Ir Brooklyn 32, 


Bin Lights 
Jones Metal Prod 


. Sycamore, Ill 


Bullet & Fittings 
ric Manufacturit 


l32nd St., New 


Lighting Fixture 


John Virden Co., Cleveland. 


eeereecesceceeeeoeseee 
eeeeeseeeeeeeeseeoce 
Sf PPPS SOSSESESESESES 


Grounding Adaptor 
John |. Paulding, Inc., New Bed 


Annunciator ord. Mass 
Auth Electric Chimes 


land City, N.Y ° Edwards Co 


ELECTRICAL WHOLESALING—Avugust, 1955 





We liked it so well 
that we ordered another 


Refrigerator Service ¢ 
Dunmore, Pa 


The handiest and most 
useful instrument I've got 
It’s light, smal! and e: 

to carry ar 

Bailey's, Chari 


Stiny it 
) the first six mont! 
wo jobs it hel; 
id for it 
rge Koff, Phi 


ry satistact 
» check motor « 
ws will let Amy 
ide terminal! | 
ore Electric M 


rady, Texas 


ry handy 
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TOP OF THE NEWS... . and its significance to you 


The hard way 





What's ahead—a fair 


picture 


Rigid conduit policy 


now in effect 





Odd number prices 


Don’t call me, I'll call you 


Wide coverage 


Copper shortage growing 


Wages at high point 


New distributor policy 
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SECONDS 


COULD HAVE SAVED 


A 850.000 CUSTOMER 


ACCURATE | 


sFCOND TEST KAI 


ACCURATE 
\SS a FRICTION TAPE 


~ 
“st u! 


RUBBER TAPE 
Crricy, ** PLASTIC TAPE 
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esting Noise Levels 


SORGEL transformers are known and chosen for their 


1 | 
operation pecause their nous level is well 


tablished standards 


quiet Operation, SORGEL transform 
ticularly adaptable for indoor installations 
schools, institutions, libraries, office 
ind other structures where low noise 


in important factor 


new testing laboratory, with modern, complet 
Wz equipment and facilities, enables us to 

the efhciency, noise level, temperature rise 
rmance of SORGEL transtormers are before 


lation if made 


The liberal design of SORGEL transformers also 
sults in high efhiciency, long life, and a liberal over 


load capacity for emergencies 


SORGEL transformers are available in a large variety 
of sizes and types for every purpose ; Kva to 
2500 Kva single phase 1 Kva to 3000 Kva 3 phase 
All standard voltages, such as 120, 208, 240, 480, 600, 
2400, 4160, 4800, 7200, 13,200, and up to 15,000 volts, 


ind any intermediate or special lower voltages 


SORGEL dry-type or Askarel-cooled transformers are 
also incorporated in substations. Available with any 
type or make of switchgear, or from any substation 


manufacturer 





SORGEL ELECTRIC CO., 832 West National Ave., Milwaukee 4, Wisconsin 


, " 


’ iri. rr , 
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ONE SWITCH BOX FOR EVERY TYPE OF WALL 


NEW VERSATILE RACO 7491 BOX 


FOR DRY WALLS! FOR PLASTER WALLS! 


(1) PLACE ON STUD 
(2) LINE UP MARKS 


(3) NAIL IT DOWN 


INSTALLED TRUE 
AND SQUARE. .IN 
A FEW SECONDS 


Line-up with’ 
stud face 
for wall 
thickness 


Two Nails Will Hold! 


Five Nails For Most 
Rigid Mounting! 


WRITE FOR FURTHER INFORMATION 


"A RACO BOX FOR EVERY NEED” 
i ALL-STEEL EQUIPMENT INC, 2:27: mine 
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SELL ROCK-BOTTOM INSTALLATION COSTS... 


SELL GEONMEV/ 


(,EDNEY FITTINGS are ma 1 and thre 





Gedney 90° Pull-in Ells and 

Adapters with Neoprene 

gasketed cover and self- 

retaining screws. These 

fittings may be used to Offset Connectors - 
convert a straight box con- ite th sity tor 
nector into a 90° connec- 
tor, or as a 90° box con- 
nector for rigid standard 
yipe coupling. Ells have 
eecle threads at both 
ends. Adapters have male 
threads at one end and 
female at the other. Made 
of malleable iron and 
cadmium plated. Sizes %” 


to 2” 


© ne 
onduit 
entrances f 
es. Threaded 
set screw for 


1 
f malleable 


le he j 


vale is—for ust 


san offset between boxes 


Gedney Offset Coupling - 
t th er 


j it} 
Gedney Corner Pull-In Elbows i. yaaa vi Ce yo ~ 
are outstanding for space i : y 
saving, machine wiring, 
easy wire pulling, Malle 
ible iron, « 1dmium plated 
Made In i ‘ ¥%,” l ‘ 1%” 


1% and 2” sizes 





GEDNEY 


ELECTRIC COMPANY 
GEDNE 
RKO BLDG. + RADIO CITY + NEW YORK 20 


Foundry, Factory and Shipping Point: Terryville, Conn 








GEDNEY FITTINGS FIT 
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Sangamo Time Switches 
make everybody happy! 





Your Custome; 


, 
4 


if 
if you sel] 
ora is ji him Sangamo Heavy Duty T 

J They're rugged, welj-_p id ti alee sere 
wh handee ~ —-#4e time switch, 
adage ling. Ay da once Sangamo H 
are in, your Customers 
On them, = 


- avy 
never have 


SANGANIO 


ELECTRIC COMPANY =. 


searmorieco QM) retin eis 
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Red Throat 


B-M 218, THE NEW INSULATED THROAT 
INDENTER 
CONNECTOR 
FOR E.M.T. 


wl 


PW. Wj 


= 





Afi f) fF 
44 L// ff 4 
W/ A 4 = 


Protruding rounded red plastic lip 
of bushing prevents cutting of 
insulation — eliminates shorts 


Full thread screws into all conduit 
fittings. Lip of RED THROAT bushing 
protects thread from damage 


Deep dished eight pronged lock 
nut is easier to drive on— screws 
flush to shoulder and digs into 
metal of box for vibration proof 
positive ground 

Permanent locked-in bushing in- 
sures smooth burr-free raceway 
for easy fishing. No extra work 
ond costs no more 


Briegel, the Original Indenter Fittings are neater 
in appearance, easier and faster to use. Installation 
is simple and less expensive. Two quick squeezes 
sets them forever. Try B-M Indenter Fittings and 


get more profits from each job! 


\\ 
N 
\ 
N 


ALL BRIEGEL FITTINGS ARE U.L. APPROVED AS CONCRETE-TIGHT 


Order from Your Wholesaler! 


All B-M indenter “ .\ METHOD 
Fittings ore UL. Approved L TOOL 
P t5sc» 
@s concrete-tight ond for general rng Sgt Le S, 
use (File Card £10863). Also comply BM 
With Federal Specifications W-F-406. J o ° 
Nats 


GALVA * ILLINOIS 
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Wherever quiet is essential... 


THE NEW LEVITON 


ET SWITCH 


Your best jobs are done with LEVITON 


= 


100 ag 
WATT = 


is) FOUR py eg 
y, pat TESTED Werte. 


| WA, Nt 


VE 


’ ed 
oat a 
Roig E- 
Ea rn ke co 
Bt» these 
ie care 
* 
re 


One of G-E display aids 
is a 4 foot high cut-out 
of Pug and Slug. 
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ONATCHING 
DOESNT PAY/ 


--.- except when you tie in with the 
big G-E Bulbsnatching Promotion, 


and then... WOW. f 


» after new dealers, too. Look what 


bulbs are the most 


_— the time to make your plans for the hottest A good time to gt 
anti-bulbsnatching promotion General Electric you have to offer. General Electric 
has yet launched! Starting October 1, full page ads in wanted brand of light bulbs in America as proved in 
READER’S DIGEST, SATURDAY EVENING POST recent side-by-side sales tests against a competitive 


brand, and as evidenced by recent surveys showing that 


and LIFE will reach the consumer and 2-page spreads 
G-E bulbs are used in 95% of all American homes 


will appear in eight trade magazines your customers 
read And for an immediate boost to bulb sales, during the 


Your salesmen will have plenty of good display mate- big October bulbsnatching drive, have your salesma 
rial to work with, including the four-foot-high cut-out take one minute on every call to show the display mat 


rer ( ise it lhen weal 


shown at left. Here’s a fine opportunity for your profit- rial and ask the store manag 


minded customers to plan extra displays on G-E bulbs. your bulb sales boom! 


GENERAL @@ ELECTRIC 


BULBSNATCHING 


DOESN'T PAY! 


TF IXB 13 
BACKING 
YOU GET! 


FULL PAGE ADS in READER'S DIGEST, FREE DISPLAY MATERIAL 
SATURDAY EVENING POST and LIFI banners t ‘ 
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SKIMPY WIRING 


“Dead End” Kid of the 
Electrical Business! 
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“DEAD END” KID OF TH 
ELECTRICAL BUSINESS! 


Here’s what Kennecott is doing about 
that problem child — SKIMPY WIRING! 


You know this evil little fellow. He’s caus 

, " ‘ 
ing the biggest headache in the electrical 
business today. As far as you are concerned, 


he’s both your enemy and a potential friend! 
On one hand, Skimpy Wiring puts a damper 
on the sales of you appuance dealers. 
Skimpily-wired homes aren't even fit to 
handle the appliances they have now 

On the other hand, Skimpy Wiring ts actu 
ally the biggest chance your contractors 


have for extra re-wiring business today! 


Trouble is, most homeowners don't 


FREE! TIE-IN MATERIAL! 


Help y« dealers and contract 


in thei 


Kennecott Copper Corpora, tion 


Fabricating Subsidiaries: CHASE BRASS & COPPER * KENNECOTT # IBLE CO 


August, 1955—ELECTRICAL WHOLESALING 





RUSSELL PECK Says... 
a= 
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"There's no substitute for quality" 














U.S. Electrical 


AND WE MEAN EVERY MARKET 


NOT ONE SINGLE MARKET IN WHICH YOU 
SELL WILL BE OVERLOOKED 
Wherever U.S. Electr Wir 
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Mice ore acting > asain . ; 
UNITED STATES RUBBER COMPANY 


ELECTRICAL WIRE & CABLE DEPARTMENT - ROCKEFELLER CENTER, NEW YORK 20,N.Y 





there’s more 


INDUSTRIAL 
BUSINESS 


New Business, Repeat Business 
in 




















Industrial lamp buyers are as interested in the cost of light as the 
cost of lamps. 

Champion is a specialist in industrial lighting; equips you with 
authoritative technical information; backs you with specially quali- 
fied district representatives and an active, close-supporting Com- 
mercial Engineering Department. 

Get on the Champion team and get more sound, worthwhile in- 
dustrial business. Check with us and we'll give you the whole sales- 
building story. 

Ask us about the many sales helps that are available for your use 

in building industrial and other new, additional business. 


CHAMPION LAMP WORKS 


Lynn, Massachusetts 
A DIVISION OF CONSOLIDATED ELECTRIC LAMP CO. 
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T-M thermal-magnetic trip circuit breaker ke o 
& Ae 


LOAD CENTERS 9 


and 


SERVICE EQUIPMENT 


PANEL BASE ASSEMBLY TYPE 


smaller inventories 
. faster deliveries 
... increased volume 


mean 


For alert, aggressive wholesalers interested in smaller inventories, 
quick turnover, faster deliveries and MORE BUSINESS, the 
new @ T-M thermal-magnetic trip circuit breaker Load Centers 
and Service Equipment offer tremendous possibilities 

That’s because: 

1. The new assemblies embrace many features which are 
proving extremely popular with the trade and ultimate 
users 
They are of the ‘‘panel base assembly”’ type which means 
that all components box and front, panel back, bus 

bars and main lug connection 
stocking on distributor’s shelves for quick and easy assem 
bly on the job. Circuit Breakers also are individually 


are packaged for easy 


packaged 
Approved by the Underwriters’ Laboratories, Inc., for label 
service, these assemblies are the last word in safe, dependable 
automatic circuit protection against service interruptions caused 
by short circuits, and harmless and dangerous overloads 


Features of the new assemblies are ( T-M thermal magnetic 
trip circuit breakers with quick-make and quick-break operation 
on manual or automatic trip and @ design magnetic blow-out; 
screwless assembly (just slip the breakers in), one pressure type 
connection between circuit breaker and bus bar, and “sequence 
bussing”’ to balance the load and permit double pole, individual 
trip combinations. 

If you are interested in adding to your business volume and 
profit, then order a supply of these assemblies today and 
recommend them to your customers. For additional information 
contact your nearest @@ representative, listed in Sweet's 


Srarhk Adam Electric Co. 


Phone JEfferson 3-6550 
BOX 357, MAIN P. O. e ST. LOUIS 3, MO 
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(AT-M Load Centers and Service 
Equipment ore available in four basic 
combinations } f Go maximum of 
4,8 2 and oles single pole 
or combina C 
pole 

Circuit Breaker 

15, 20 and 3 

single pole or 

pole, individuc 
capacity fur 
lag P C 





there’s more 


INDUSTRIAL 
BUSINESS 


New Business, Repeat Business 
in 




















Industrial lamp buyers are as interested in the cost of light as the 
cost of lamps. 

Champion is a specialist in industrial /ighting; equips you with 
authoritative technical information; backs you with specially quali- 
fied district representatives and an active, close-supporting Com- 
mercial Engineering Department. 

Get on the Champion team and get more sound, worthwhile in- 
dustrial business. Check with us and we'll give you the whole sales- 
building story. 

Ask us about the many sales helps that are available for your use 

in building industrial and other new, additional business. 


CHAMPION LAMP WORKS 


Lynn, Massachusetts 
A DIVISION OF CONSOLIDATED ELECTRIC LAMP CO. 
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a ie 
T-M thermal-magnetic trip circuit breaker ~_ eS 


LOAD CENTERS 


and 


SERVICE EQUIPMENT 


PANEL BASE ASSEMBLY TYPE 

mean smaller inventories 
.. + faster deliveries 

... increased volume 


Dupe peated {hat oa 


ae vd 


For alert, aggressive wholesalers interested in smaller inventories, 
quick turnover, faster deliveries and MORE BUSINESS, the 
new @@ T-M thermal-magnetic trip circuit breaker Load Centers 
and Service Equipment offer tremendous possibilities 

That’s because: 

1. The new assemblies embrace many features which are 
proving extremely popular with the trade and ultimate 
users 
They are of the ‘“‘panel base assembly”’ type which means 
that all components box and front, panel back, bus 

bars and main lug connection 
stocking on distributor’s shelves for quick and easy assem- 
bly on the job. Circuit Breakers also are individually 


are packaged for easy 


packaged 
Approved by the Underwriters’ Laboratories, Inc., for label 
service, these assemblies are the last word in safe, dependable 
automatic circuit protection against service interruptions caused 
by short circuits, and harmless and dangerous overloads 


Features of the new assemblies are ( T-M thermal magnetic 
trip circuit breakers with quick-make and quick-break operation 
on manual or automatic trip and @@ design magnetic blow-out 
screwless assembly (just slip the breakers in), one pressure type 
connection between circuit breaker and bus bar, and ‘‘sequence 
bussing”’ to balance the load and permit double pole, individual 
trip combinations. 

If you are interested in adding to your business volume and 
profit, then order a supply of these assemblies today and 
recommend them to your customers. For additional information 
contact your nearest @ representative, listed in Sweet's 


Srarhk Adam Electric Co. 


Phone JEfferson 3-6550 
BOX 357, MAIN P. O. ST. LOUIS 3, MO 
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(AT-M Load Centers and Service 
Equipment ore ovailable in ft bosK 
combinations t 

4,8, 12 

or combir 

pole 

Circuit Breaker 

i. 2 and 

single pole 

pole, individ 

copacity f 


lag P C 


3-wire 
4-wir 





7 ways new developments in wires 
wiring ““modernization’’ business 


int Wirlh’ Cal 1) 1dict it¢ number ind still hye 
costly because it . »bsolete This isa second phase ot 
adequate wiring that is coming of more and more 
concern to profit squeezed mal igement and a new 
source ot business to Vho!l I ve day 

Since most pl ints re | luding some only a 
tew vears old Va id I I In wires and powel 
cables have taken 

Let's take a look at 7 of the stu iportant of these 


fl light ot changes ha lal tinCT} place In the plants 


ET Oe ee ee mc 


themselves, in most cast ne riginal wiring was 





installed 


NEW HIGHER vo.TaGces. | hie trend iigher plant volt 


ives with its resulti costs and lin 


by product ot 


losses poses a new 
high voltage destroys dinar sulatic and causes 
pre mature cable failure. Anaconda « ng neers have solved 
this probl m with proneerineg work in new butyl rubber 
loda Anaconda AB butyl-insulated high voltage 


" 
cables have miierent re smtance { VAGIEL 


Za. NEW CABLE HAzaRDs. Chemicals, moisture, oil—natural 
to most modern plants ire f in cable Engineers at 
Anaconda have com p with iunswer: Durasheath 

nsulated, m prene-jacketed cable for ; volt 

every enemy of 

cable life. Suggest its ervwhet verially, in ducts 
or buried direct] he grour reduces down-time 


maintenance al 


NEW OPERATING CONDITIONS t new demand upon 


wir Higher loads gene te | r heat in cable 


tlexible 


Assembly pliant ? ’ by t } 
k rlocked-Armor Cable { 


Oil Refinery installed Anocondo self-supporting Aerial Cable for its 


w cost and ease of ctures mode the 


of burying cable diff ‘ rros from electrolys s eliminated 





and cables build 
for distributors 


ind more heat in cable installed underground 

moist locations is tough on cable insulation 
AHW rubber insulation. used on many Anacond 
power cables does the best job « er] | 


and moisture tove th 


NEW EQuiIPMENT. | he addition of process 

ment process O1 comfort r conditionin 
5 Metalworking plant 

duction machines calls for wiring to t must be 

Anaconda Interlocked 7 

to 40 Cun ker than man 


| 
needs no conduit Plant 


Cable | 


( ible is installed ind la 


MODERN BUSWAY SYSTEMS 

the flexibility of buswavs with At 
Powerduct* Cabk It just ph vs into the 
unplugs when management wants to 
There s no costh conduit to put 


( ible is LOO sal 


} 
needer 


new Power. When additional powe: 
conda Aerial ( ible is today s popular choice ror 
especially where the ground 1s packed with nil 


i 
other structures or contains corrosive igents. It 
easy to inst il] ( hbetweer ck y § ced ) ld Steel Mill 
where cle irance 1s 
than unde rground systems 
NEW ELECTRIC EQUIPMENT. Jhe trend iutomatio Chemical plant 
1 : sheath Cable 
and more compley machines puts new empha : of 


trol ( ible The iob cannot he | 


performance is just SO-SO Arar 


perience have paid off i a new 
‘ 

" 
cables—with modern types 
] 


to give them highest r¢ 
This advertisement pre 
how modern Anaconda 
hie Ip industry in your 
more efficient product 
\lan trom Anaconm 


By mdiW As New \ 











USING EMT? 


USING RIGID 
CONDUIT? 


...No threads to cut 
... 0 fittings to fumble 


WEAVER 














The connector clamp is built-in! 
You save the dollars you'd ordinarily spend on §] 


to adapt conventional heads for EMT 


Just set the head on the « 
and turn the screws. Your men don’t waste time and 


labor cutting threads before installing the head 


No need to bend the conduit out from the wall to allow 
room for screwing the head on. The handy clamp per 


installation flush with the wall vertically 


I ivhtweight aluminum alloy = seals tightly 


] 1%”, 1 


Mr. Wholesaler 
Stock up on these new heads now be 


set for sales Write for details today 


2110 HOWARD ST., ST. LOUIS 6, MO 


telephone CEntro! 1-088! 
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TIMES and TRENDS 





A Big Leaguer Now 
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Wnnounctsg New, 30 and 60 Amp. 


d 


HEAVY DUTY 


PLUGS & RECEPTACLES 





Circuit-Breaking Features 
Make Arktite Safe at Full Load 
Without Disconnect Switches 


OR SEE YOUR 
CROUSE-HINDS 
DISTRIBUTOR. 


wartionwior 
/ DISTRIBUTION 
caches vety (hr ewe® 
eLecTmicat 
pDisTRisuTORS 


CONOULETS * FLOODLIGHTS« TRAFFIC SIGNALS © AIRPORT LIGHTING 
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What's Happening 


Washington, D. C. 


August 2, 1955 in Washington 





@ Housing Credit Ti 


credi 


ghtening Is Flexible—On 


y the nev 


t is being hurt 


Copper Goods May Get Scarce 


I 


nths to come. 


re 
MOU al 


\ 


@ Urban Renewal Will Be A Big Market 


Thev will cost. in tl rorevat ¢ 
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offered to lease cleared sites from the city, and build four 18-story apartment 


A 
houses. Cost: $15 million. 


Aluminum Shortage May Be Working Out—The plight of makers of 
aluminum products may be eased soon. Now production is coming in from 
Anaconda, so the flow of industrial goods should follow. And the government 
is being assured that the big producers, Alcoa, Reyn ids and Kaiser, will continue 
expansion. Some new government incentives can help matters, too. 


though. Alcoa’s new schedule is in effect, increasing 


the price of one cent a pound on its pig. This price will soon w rk through to 


higher prices on fabricated products. 
Getting A Piece of Major Construction Projects—aAnother pro- 
ire prime contractors to list their suppliers on § government 


posal hat would requ 
ayed until next year. That is the so-called bid shopping” 
roved the measure, which subcontractors and smaller 
ntractors don’t like the requirement, but the House 1s 


next session. 


The best thinking in Washington about what to 
is this: both the Democrats and the Republicans 
yn to reduce taxes. Their viewpoint will differ, of course, 
gree have their eyes on the voters. But the big dif- 
rerences are: 
match tax reduction to that amount he can afford 
ear balance. His program will be for some wind- 


ar as he can he will 


try to make his tax program of 
ness expansion and sales. The excises of appliances and 
much intact; but some kind of relief may be recom- 

d on partnerships, and then, maybe, on excises. 
primarily at personal taxes. They will try again 
the lines of the $20-a-person bill that failed 
oard cuts directed principally at lower income 


d, a reduc- 


ying until next 

juire better safety gadgets for unlatching closed 
ublic reaction following news stories of 

and not being able to get out. The House 
erested in legislation that would require manu- 
the doors. But industry people have requested 


me to work out a practical latch before enforce- 


periment going 
using radiation 
what kind of 
rineers at Fort 
the se tests are 


ted for use in 
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STANDARD DOME 


best possible unit 
for general light- 


ing requirements 





SHALLOW DOME 


for widespread il- 
lumination in fact- 


ories, garages, etc 





DEEP BOWL 


for general industrial 
lighting: work bench- 


es, assembly lines 





ALUMINUM MEDIUM & 
HIGH BAY LIGHTING 


anodic treated surface 

provides highly efficient 

light reflection and slot- 

ted neck construction 

gives cooler light for 
™ longer lomp life 





PORCELAIN ENAMEL 
HIGH MOUNTING 


for concentrated 
light in high bay 


areas 





PROTECTO SHIELD 


protects R52, R57 type 
lamps agoinst break 
age. (For R40 Lamps 
RF series, Deep Bow! 
reflectors can be 
utilized) 


BoLiteE 


REFLECTORS 


give better light... 


@® Whiter than white titanium inside finish 


reflects more light. Slotted neck construction 
| ! 


on industrial models provides cooler light and 


consequently longer lamp life. Vitreous fired 


11s 


lifetime porcelain enamel won't stain or ¢ 
color ... is easier to clean. All-White models 
(inside & outside) provide modern, attractive 
appearance. Sell the ABOLITE line for max! 
mum customer satisfaction tor every light 


requirement. 


WRITE FOR CATALOG. 


THE 


JONES 


METAL PRODUCTS CO. 





CARGOLITES 


swivel type, for docks 
piers, freight loading 


platforms 





FLOODLIGHTS 


mercury vapor ond in 
condescent for every 


outdoor application 


BIN LIGHTS 


meet the need for 
better light in ais 
les, corridors, ver 
tical storage rocks 
ond bins, and +s 





YARDLITES 


milor hord-to-light ce < ‘ 


ocations 








OUTLET BOX REFLECTORS 


reflector top serves 
os outlet box cover 


and connector 





GLASS STEEL 


RAYOLITES 
DIFFUSERS 


adaptable to o wide 
range of uses in ex 
terior and interior 
floodlighting 








August 
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4 
7 


HOT GALVANIZED: ELECTRO GALVANIZED: BLACK ENAMELED: ELECTRICAL METALLIC 


j After being threaded, reamed r tion bieck enamel TUBING: Absolute un formity 

‘ n f weight, wall thickness and 

ncentricity pilus protective 

outside coating of pure zinc and 

baked-on elastic enamel inter- 

or, forms this modern mirror- 

smooth raceway. Lightweight, 

easy to handle, no threads to 

cut, bends readily and assures 

onomical, life-time elec- 
trical installations 


ec 








CONDUIT 


ete 
‘ 


AO 


Conduit furnished in 10-f ng both ends with coupling. 
COUPLINGS ELBOWS 


. tiset 


° 


4m OU & 
noo ~ 
»o°eo 
ous 
Sou 
So 


< 
»>o 


So 
— 





wc 
~) 
cow 
moc 
eoSso 
eo°o 


oS 


OWA ea WH = 
° S 
4 
Ww 


ELECTRICAL METALLIC TUBI 


a! Diameter 


Nomina 


Externa 

the finished prod 
uct” by ONE integrated steel 
company and you know why it 


Is prefered by so many. 


EMT furnished 














THE YOUNGSTOWN SHEET AND TUBE COMPANY 


GENERAL OFFICES +» YOUNGSTOWN i, OHIO + U.S.A. 
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ee 


Salesman Joe Ball notes a wedding date—one of the “‘little things’’ that paid off 
when he started... 


Breaking In 
A New Territory 


His customers were scattered far and wide; the territory was a big one. 
His competition had more than twenty years’ head start. But success in sell 


ing service—and sticking to it—paid off for South Bay Electric's Joe Ball. 


By Thomas M. Cassidy 
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Breaking In New Territory: 





7 A.M., STILL DARK 


e What's In It 


e Calling, Asking 


ELECTRICAL WHOLESALING—August, 1955 





With Salesman Joe Ball 


37 MILES: |i 


49 MILES 


65 MILES ft tor tT 140 MILES 
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Promotion piece tells customers the story on 
Doubleday-Hill’s new drive-through facility 





How They 
Broke Their 
Traffic Strangle 


By George D. Farley 


A 


ELECTRICAL 


WHOLESALING— August, 


1955 





Here's How the 'Drive-Through’ Works 














To see this layout in pictures, turn page 
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Breaking the Traffic Strangle (Cont.) 








DRAMATIC CONTRAST 


INDOOR STREET 
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OPPOSITE VIEW 





CALL AREA 


CUSTOMER CONVENIENCE 
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SPOTLIGHTING YOUR MARKETS No. 4 in a Series 


Brings you up-to-date on what you can sell to 


The Laundry-Cleaner Market 


@ Larger commercial laundries and cleaners are still the best market—al- 
though smaller-sized units are increasing in number. 





@ Industry trend is to faster, cash-and-carry service. This puts emphasis on 
adequate maintenance stock. 


@ Buying patterns vary from purchasing agents for larger plants to laundro- 
mats where owners buy at local hardware stores. 


€1 


e Measurement 





THE SMALLER UNITS ARE WINNING OUT 


ining industry Three major sections of the 85,000 partment; few cleaners have laundry 


eping olution is under way plant industry, however, are un tacilities 
big commerci plant a multi touches by this retail revolution Purchasing patterns vary as much 
I 


peration with a delivery fleet One is the institutional end—the as do industry segments. Larger laun 
withering; coming into its own many laundries operated by hospitals, dries and cleaners buy through man- 


neighborhood “package” plant, hotels, companies and government- agers or purchasing agents, while 
i 


everything under one roof and run institutions. The others are the mall units are wholly run by their 

ish-and-carry service. The main local hand laundries and the rug proprietor Institutional laundries 

mer demand for faster cleaners, both of which are operat 1y through managers and, on bigger 

ery i¢ ing by the old rules ni pur ises, through open 
This swing toward smaller units Despite the fact that equipment 

} j 


ffecting neighborhood laundro ind processes are similar, cleaners the trend to smaller plants 


its as well. Turning from custom which usually do dyeing) and laun his market is harder to reach. But 
self-service, many are moving’ dries are usually separate operations market is growing—especially 
partly commercial operation Equipment, for example, is similar ’f equipment that works faster and 
pplementing nine-pound washers in appearance but frequently differ more efficiently. Equally strong is 
nits. They are also ent in design. The main exception the need for p ding more worker 

divided operation is the large comfort out ck and customer com 


th a cle ining de rort 
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e Ventilation 
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In partnership with the industry... 


This Better Wiring program— 
the culmination of several pilot 
projects and years of planning— 


takes in all the markets: 


% Commercial-Industrials 
% Home Modernization 
% New Adequate Wiring 
% Apartment Houses 

% Planned Education 


LIAISON: Henry Czech (r.), Wholesaler’s Assn. and 


Chicago Adds Five New AW 
W: ier, ic 


CHAIRMAN of! 
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...Distributors are knee-deep in Chicago's wiring promotion 


SAUL J. WEINRESS 
Efengee Electrical Sup. Co., Inc. 


We are trying to get builders on our 
side. One going project is 
them to add AW costs to 


Perhaps co-op ads on ‘safe 


getting 
mortgages 
adequately 
wired homes’ would be another 

But there's one basic difficulty 

ple don’t understand what AW 
mean to them 


R. R. HILL 
Hawkins Electric Co. 


Sure it ll take time to get the pro 
gram rolling. Any contractor will tell 
you how many calls it takes to close 
a wiring sale. Part of the answer is in 
the right approach; our committee 
Commercial-Industrial Usages 


aa - going in heavy on a specific, Cost 


. savings pitch 
Roger Kellogg, Electric Assn. 


‘Stars’ 


FRED R. EISEMAN, JR. 
Revere Electric Supply Co. 


The right time to promote wirin 
right now. Business may be 
but profits are down—and this 


gram means profits now and in lear 
years The big headache hers 
and probably everywhere els 
pepping up the men at the 


sale to sell rewiring hard 


e Home Modernization. 1 
BW 


EDWARD F. ANIXTER 
Englewood Electrical Sup. Co. 


What we need is more ‘scare BO 
ind halitosis have been talked t 
death, but they proved that fright is 


the tastest way to move the 





public 
Tell them that theyll go blind or 
their house will burn down— if they 
don't have the right wiring in the 
right 


f “ 
piace 
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THE SALESMAN’S TECHNICAL NOTES No. 20 
ROTARY CONVERTER | MOTOR-GENERATOR SET 


Shunt Field Field 


ac 
Supply =) Ss : Re motor | |Generator 
7o Te 


load 


AC fe OC CONVERSION: Motor corresponds uth 
Namberot s/ip ac supply; generator produces Jesired Ac 
rings depend on voltage. 
number of phases © OC fo AC CONVERSION: Motor /s dc 1 poe 
of ac Supply rae + (s ac of Pesired rreguency and voltage. 
vies tield Commitator ' 
* FREQUENCY LONVERS/ON: Both machines 
. (@ptiona/) are ac. Katio of a of poles of Two 
. orsvaliy aca Supe’ fo a> tt ay de foad machines equals ratio of Freguencies. 
1s fed From commu 0. Machine +3 rhe ; 
* PHASE CONVERSION: Both machines are 
performing a3 SYMCHRONOUS CONVERTER. ac. One corresponds with § ome wn 
+f dc is ted to the commutator and quency; other 1s rated ar head JOY. 


ac Taker off slip rings Tofeed foad, , 
machine /s sald an’ /NVERTED Con - © <0oW OC Pe HIGH DC: - oe gr are 
VERTER or /NUGITER ae; moter cerresportds with Supply 

: voltage, generator with Joad volFageé. 


FREQUENCY CONVERS/ON: PORTABLE TOOL$.-- WOO0D- WORKING MACHINERY 
FLUORESCENT LICHTING ---INDUCTION HEATING --. TEST EQUIPMENT 
. PHASE CONVERSION : ELECTRIC RAILWAYS... MISC. AC MOTOES 


VOLTAGE CONVERS/ION: DISTRIBUTION LINES--- AC MOTORS 
COMMUNICATION 4 SIGNALING EQUIPMENT 












































WELDERS 


= TRANSFORMER CHARGING OF 
See printed oo PHASE CONVERTER STORAGE BATTERIES 
EQu FREQUENCY CONVERTER 

A 
vncshcnen.4 ELECTROPLATING 


ei Rtg | METHODS *n4 EXAMPLES RAILWAYS 


AIR CONDITIONERS 


APPLIANCES ELECTRICAL CONVERSION / ie momcariens 


TY € RADIO 
RECEIVERS MISC. DC MOTORS 
DYNAMOTOR SIGNAL EQUIPMENT 


OFFICE MACHINES 
VIBRATORY CONVERTER \. TV &€ RADIO 
FLUORESCENT RECEIVERS 


LIGHTING 





MUSIC SYSTEMS M-G SET 














RINGING OF BELLS AND GONGS 
FIRE ALARM SYSTEMS —--- MISC. SIGNALING EQUIPMENT 


TELEPHONE SYSTEMS --- TELEGRAPH SYSTEMS 
OPERATION OF MAGNETIC CON TACTORS 


VIBRATORY CONVERTER DY T 


Cormmngqa hela 7 Cormmmutator 


—_ VT = 


dc /napat §=\Vibrafor Vranstermer| ac Out pus ac /nput Wc Outpur 









































. Vibrating armature or tuned reed makes = 
and breaks dc srypat currertt seed «Essentially a rrotor-generarer set u/'th 
transtorimer 190St 17 008 Mireclie72 both adiet S 077 046 arrarure, Fhe 
/a The other: ayrame4ror’ 7s ased to conver? Ke 

+ Wrersformer 1s chosen Té provide Ae- at agrenr supety ve/fage Fe Ae 
sired ac vofage. at atierher ve/Tege. 
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Pinpoints the Information You Need on . 





Converters 


By W. J. Novak 
and J. F. McPartland 


l" ADDITION to 1 
rect-current . 


Phase Converters 


Frequency Converters 


Converter ‘“‘Packages” 


Synchronous Converter 


Next Month: Switches 
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O02. pull boxes 


2 AVE SAVE 
TIME! SPACE! MONEY! 


ASSEMBLED 
PULL BOX 


TYPE BR 
INSULATED 
h BUSHING 
JUST TF } \ 
Two 
SIMPLE 
ASSEMBLY 


STEPS 


a 


ie v7, 
\, SLIDING HEAD “A” 
a 


\ 


<— SET SCREWS 


»*~ CONDUIT 


— 
CAST 1RON BOXES 
ELECTRICAL MANUFACTURING CO.. INC. pongo a oon 
POWER CONNECTORS 
ie) 262 BOND STREET + BROOKLYN 17, W.Y SOLDERLESS CONNECTORS 
GROUNDING DEVICES 


San Francisco Plant: 501 Indiana Street, MArket 1-4709 CONDUIT FITTINGS 
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Distributors Have a Future In 


SELLING ELECTRIC HEAT 


A FIFTY per ce , By Howard J. Emerson’ 








aN 4 


w f f f Burt 
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Selling Electric Heat (cont.) 


“We've Only Scratched 





Partner Clarence A. Pierce 


‘fl 


e Many Markets 
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the Market for Electric Heat’ 





MODERNIZING ler homes with elect heating ggest REPLACING 








NEW HOME tallatior , these ¥ é CONTROL 


5 } 
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Partner Robert E. Franks 





Selling Electric Heat (cont.) 





The Distributors Success 


Depends On 


Merchandising Contractors | 


e Key Contractors 
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eS; 


BREREE ; 








WHOLE SALE 


| Julaud Electrie Company 


ri 


vecialist Aid 


APARTMENTS 


August 
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he FF 


= 


ss] 


PROMOTION 


TYPICAL of 


For more on merchandising contractors, turn page 








e Specifying Important 
I ~ I 
te 
Ele 
| y " ns lere | | 
e Insulation a Headache—A bas e Work With Utilities 


Ww 


Pass Kadiant HEATING 


a ee Tete: FATES 


DISPLAYS TECHNICAL 
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MARKET DEVELOPMENT t th COORDINATING 


MANUFACTURERS’ REPRESENTATIVES 
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Selling Electric Heat (cont.) 





JOB PROCRESS 


HELPING PROMOTE 








GENERAL PROMOTIONS 


ELECTRICAL WHOLESALING—Auguwsf, 





“Electric Heat Fits Into the 
Wholesaler’s Organization’ 


F rRIC 


di 


INLAND'S INSIDE STAFF 


DISPLAYS : t t ff at t DEMONSTRATION 





for volume...for profit 


oma gaia *t America’s FINEST 
and MOST COMPLETE 
line of 


AIR CONDITIONER 
EXTENSIONS 


\" * 
Oe 


wray > 
Type od). CFF 
SY 


E RANGE packed in 
CORDS individual. boxes 
DEPENDABLE 


You just con't beat a Royal Electric molded cord set! Royal com 
bines skillful engineering, production “know-how ', ond UL listed 
colnponent parts to build a complete ond diversified line of 
highest quality, for a wide range of uses. Write for full catalog 
information 


@ FULLY UL LISTED 3 o—= 
ROYAL ELECTRIC QUALITY o = 
RUBBER JACKETED CORD 
MOLDED-ON RUBBER , 
CAPS and CONNECTORS , 


BUILT-IN STRAIN RELIEFS packed in 


individual boxes 
ROYAL 


ROYAL ELECTRIC COMPANY, Inc. 


ve: ' al 
uy You'll SELL bet! ' PAWTUCKET + RHODE ISLAND 


WIRE + CORD SETS + PLUG end CARTRIDGE 
FUSES + WIRING DEVICES + CHRISTMAS LIGHTING 
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In the Showroom... 





A LARGE VARIETY of lighting fixture yn be shov ' OWNERS 


And the Back of the House... 


A MANUFACTURERS’ LITERATURE fil near 


It's Built on 


al 


ESIGNED for flexibilit er 
rhe stomer better That : 
in at West Pl lelphia | 


Supply ¢ 
re 


e Ceiling Panels—R 


A 


hy x ' 
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Why Price-Cutters Cant Win! 


Chart published by NAED is designed to help the distributor visual- 
ize the effects of the price-cutting cycle and to show him how to 
face the problem realistically and handle it on a business-like basis 


e Reason For Decrease I} 
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The Reasons Sallis a 


® Completely new desigi 

® Power driven ventilator 
in isually large capacity 

® Discharges foul, contaminated air HORIZONTALLY 

® Does NOT discolor or harm roofing material 
ventilators that discharge downward do 

® Does not down draft when motor 

® Motor is kept cool and trouble free by i 

© Hard selling national advertising campaign re 
executives vitally concerned with prope: 

mmercial and industrial buildings 


Representatives in 57 cities 


THE G.C. BREIDERT COMPANY 


Box 1190, San Fernando, California 





(ititimiinwwiaunnel 





THE REWARDS 


NAME 


ADDRESS 


ciTYy 


> 
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G.E.’s new fuse puller line features 
Slide-out interiors, straight-in wiring an 
five other quality extras at no extra cos 





Seven basic fuse puller devices designed to simplify your job from start to finish 
He 7 CI 


(;.3 ' ' fino ' , endently eT 


Check this list, tear out the ad, and see your G.E. Trumbull distributor: 


60 amp series main fuse puller only; up to 8 plug fuse branches. 
60 amp series main and range fuse pullers (60 amp each); up to 8 plug fuse branches. 


60 amp series main and range fuse pullers (60 amp each); one 30 amp independent sealable fuse 
puller; up to 8 plug fuse branches. 


100 amp series main fuse pulier, 60 amp range fuse puller and extra 30 amp fuse puller; 12 or 16 
plug fuse branches. 


100 amp paraliei main and range fuse puliers (60 amp each); up to 8 plug fuse branches. 


100 amp parallel main and range fuse pullers (60 amp each) and one 30 amp independent 
sealable fuse puller; up to 8 plug fuse branches. 


100 amp poaralie!l main and range fuse pullers (60 amp each), one extra 30 amp fuse puller and 
one 30 amp independent sealabie fuse puller; up to 8 plug fuse branches. 











GENERAL @@ ELECTRIC 
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FAMOUS REVERE 3800 SERIES 
OPEN-TYPE FLOODLIGHT 





| 
— 


(matinee, 4 


Jar 


above Floodlights typify the entire Revere Line which its up co 5000 Watt capacity. 
Revere leadership'in the Seid of orts, Airport, Sertich Sestion, ‘Surect, industrial al Ouedaas 
ply wep teppei a 
> i . TL the F rere C log « 
FACTURING CO. 
ICAGO 40, ILLINOIS 


THE COMPLETE LINE OF FLOODLIGHTS - 


SPORTS +- AIRPORT - STREET - CFUTDOOR THEATRE - MARINE AND INDUSTRIAL LIGHTING 
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No other 
— Type"G’ switch 


offers so much value 
for the money! 


a Look AT THIS 


CHECK CHART 
proves IT! 








SWITCH SWITCH SWITCH SWITCH 


E F 





ves ves 








Multiple Padiocking in n 
Off" Positions ' ves no 


-— -—4 





Complete rating information on 
handsome metal name plate YES NO 





Po 


sitive-visible contact NO Yes 





stock and shit 
Non-tracking porcelain base ves NO Murray. Big, black and orange 


ter mer 





Extra current-carrying capacity ves ves 





Sterdy, long-lasting eunstrestion ves ves 





ble blades for ease of 
ves NO 


maintenance and inspection 








nger-lasting Melamine base ' 
gray enamel! finish - NO NO 





‘& 


























| Attractive modern styling YES ves 








Mail this coupon today for complete information on Murray Type “G” Safety Switche 
gy , i! YLYT / 


Murray Manufacturing Corporation, Dept. EH-1A 


“Quality doesn’t cost 1250 Atlentic Avenue, Bkiyn. 16, WN. Y 
: ’ 
> oa’ it pays!” Plecse send me complete information or Murrey Type 


G" Sofety Switches 


Sefety Switches * Service Entrance 
Fuse Ponels * Meter Mountings * Lead Centers 
Magnetic. Hydraviic Circuit Brecker: 

1M CANADA, MURRAY ELEC. MFG. CORP. (Conode} LTD. TORONTO, ONTARIC 
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TRADE -W1HOD 
HOOD/VENTILATOR COMBINATION 





300 CFM SOLID CLAD 


VENTILATOR 204 8 D1) 


BOTH 
FOR ONLY 


WITH GENUINE STAINLESS STEEL HOOD $71.65 LIST 





TRADE-WIND’S SUPER CLIPPER 
WITH TWIN INLETS, BUILT-IN 
“ FILTERS AND 


SoadeDiind YD Moyfates,, Myc. 


7755 Paramount Bivd., Dept. EW, Rivera, Calif. 
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yf 
Z 


F . 
~Y GFowith — 


| ’ 
— the Winners ,— 
National Electric 


conduits 


New 


“ Ken, etollic Tebing 
c i 
4 
a ¢ e 
Inside 


1. Easiest Fishing Conduit! 


2. Maximum Corrosion Resistance! 


im ‘ 


3. Positive Thread Protection! 


New 
Outside 


4. Superior Working Qualities! 


National Ele 


NATIONAL ELECTRIC PRODUCTS CORP 


Please nd me 
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New Sylvania 
increase sales 


Free Softlight displays for fast- 

lighting ; moving sales... with your order! 

_ Suggested 
Retail 


Price 


OES). 


Y¢ ea 

'O¢ ea 

2¢ ea 

69¢ ea 

SY¢ ea 

tail $102.21 
76.5 


aim 


- in 
Pn ol cn lee Oe ee ae 


oe es 


Sylvania gives you 
this powerful 


_—_—~—~—Softlight Sales support — — — 


ee 


Pre-pricemarked Softlight bulbs! _ 
. 

Every bulb 

sleeve, and 4 pack 1 

ivailable pre-price 

marked to save \ 


Special Introductory Prices! 


75-watt or 100-watt if 
150-watt if 
Special 4-lamp packs gi 


multiple-unit volume 


Full color Sunday newspaper and 
network TV advertising! 


¢ Dramatic TV commerci 
from coast to coast 
Beat The Clock 

e A solid three-mont! 

rogram of full-color 


| Softlight ads in 


Complete display and 

promotion program! 
Ad mats ind col 

display material 

thing vou want to get 

Softhght sales action 
vailable with your 


Softhght rder 
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— Softlight bulbs 
as much as 147%. 


set new sale and profit records in store 
after store in West Coast introduction 





Softlight is premium-priced for premium profit 
Softlight gives you extra profit—up to 52‘; mor 
profit per bulb—based on suggested list. And yo 
customers will gladly pay more for Softlight 
because it’s actually worth more ind is 


backed by sales-building Money-Back offer’ : Vomit 
ee So 2 Typical report shows 


Softlight is a new concept in home lighting bulb sales up 164% Softlight 
Softlight is more than a bulb. It’s a new way to with Softlight — sales 
light homes ictually decorates as it illumi boosts regular bulb 
nates. Its warm pearl-pink, glare-free effect makes sales 36%: 





homes lovelier—makes people more attractive 





brings out colors and kills harsh shadows 


Softlight now available for prompt delivery 
Be among the thousands of Softlight retailers who 


will boost bulb sales and profits. Check the 











planned-for-profit Softlight program. Get all the 





facts about Softlight—the exclusive Sylvania bulb 


that will give you the brightest sales prospects 

in history VANIA ELecrric Pt 
. . . 60 Boston Street 
Call your Sylvania Softlight Supplier today! 


In ( anada: Sy 
University 


*SYLVANIA 


... fastest growing name in sight 
LIGHTING RADIO ELECTRONICS TELEVISION ATOMIC ENERGY 
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NEW BULLDOG EVo nf 


PROVIDES MOVABLE ELECTRICAL OUTLETS . . . 





CG BULLDOG 


te BuliDog Electr 
ef » 
* a. 





NEWS FOR THE INDUSTRY 
Last Half Looks Good For Most 


e@ Indust y review and preview briefly examines the out- 





look fo. 24 individual industries. 


e Electrical machinery may run 5 per cent higher; appli 


ance sales, output, to remain high. 


\ YORK, N. ¥ 


Nontferrov 


r prod cts 


Electrical machinery 





Electric appliances } 


TOWER CO 
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Business Index: NATIONAL 


PICTURE 








1997-49=100% 


Electrical Equipment and Supplies Distributors 


- 260 —--——- 
Po AE 


1955 


— 260 



































BE SAIS cae 




















SS ee 








May 1953 


125 
158 


1955 
122 
146 


May 1954 


114 
139 


Apr 
Sales 


Inventories 


% CHANGE 


(955 trom 1954 


9 





1947-49=100% 
Electrical Appliances, Electronics Parts Distributors 


= 








1947-49=100% — 


1955 






































y 1955 


107 
154 


May 1954 
98 
148 


May 1953 


121 
162 


1955 
104 
142 


Apr 
Sales 
Inventories 


SOURCE: 


the Census. June-July 


955 from five 


Bureau of 


months 


months of 


% CHANGE 


1955 from 1954 
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longer radius for easier 
wire handling — less wire- 
insulotion strain 


greoter hood overhang 
for moxzimum protec 
only } screw tion from elements 
to loosen 


quick clamp 

connection to one prece—no ports 
conduit ond to lose 

EmT 


PATENT PENDING 


Reg. Trode Mork 


= 2} 
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help your customers save money with 


Show them the new down-to-earth way of saving time and trouble 
in service entrance installations. Efcor's new “Swing Top” entran 
cap has no loose parts, no hood to remove 
swing the hood open. The patented 
holds the hood aside while cables are dra 
viously, it has been necessary t 
cover, put it in the pocket or on the ladder 
ground. Now with “Swing Top 
a third of the time! Also dem 
quick assembly directly against the 
of conduit is required accommodates EMT, as we 
longer radius makes wire handlin t Make the 

ur area with “Swing Top” now or new pi 


Write for free sample or see your Efcor Representative 


electrical fittings corporation 


37-50 57th STREET WOODSIDE 77, NEW YORK 





Business Index: REGIONAL ANALYSIS 





ELECTRICAL GOODS WHOLESALERS SALES INVENTORIES 
% CHANGE % CHANGE 
May 1955 


From 1955 rom From 
May Fro Ap May 
1954 954 95 1954 


NEW ENGLAND 





tlectrical equipment and 


supplies distribu? 








WEST NORTH CENTRAL 





Electrical equipment and 


uppries ois Ou 





EAST SOUTH CENTRAL 





tiectrical equipmen? and 





MOUNTAIN 





tlectrical equipment a 


upplres aisfriDutor 





7 
19 
Census 
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* ATLANTA, GA. 
George &. Koein & Co. 
144 Welker St., 5. W. 
* BOSTON, MASS. 
Jack Fay, inc 
933 East 2nd St. 


* CHICAGO, ILL. 
Kurtz & Co. 
30 S. Jefferson St. 


CINCINNATI, O, 
Albert Block Co. 
2820 May St. 

DALLAS, TEXAS 
Wolter 1. Hvemmer 
Dolies Transfer & Terminal 
Whee. Bidg. 


DENVER, COLO. 
Sieybough—Thompson Co, 
100 W. 13th Ave. 

* DETROIT, MICH, 
Biock Brothers 
8! Brody St. 


HOUSTON, TEXAS 
Walter 1. Hvemmer 
c/o Ed 8. Thernton 
2829 Sunset Bivd 


INDIANAPOLIS, IND. 
Biock Brothers 
c/o Jerome Krienik 
4740 Hinsley Ave. 

KANSAS CITY, KANS. 
Weod & Anderson 
c/o George ®. Mitchell 

LOS ANGELES, CALIF. 
J. 1. Schotier 
845 Traction Ave. 

*% MIAMI, FLORIDA 

Jules J. Dreyfus & Son 
1361 N. W. 230d St 


MINNEAPOLIS, MINN. 
Daniel &. Schwob Co. 
6800 West Loke Sr. 

NEW ORLEANS, LA. 
Poul Hogen, Jr 


342 International Trode Mart 


%& NEW YORK, N. Y. 
Thee & Schoen, inc. 
46 Murray St. 


PHILADELPHIA, PENNA, 
Wm. 8. Bleimon & Son 
252 WN. Third St 

PITTSBURGH, PENNA. 
Chorles ®. Norrish Co. 
2900 Smelimon St 


PORTLAND, OREGON 
Northwestern Agencies, inc. 
¢/o Marshol! 8. jomes 
2941 N. W. Quimby 

RICHMOND, VA. 

Wm. 8. Bieimon & Son 
c/e Leon Hoffmen 
3414 W. Fronklin St 

* ST. LOUIS, MO. 
Wood & Anderson 
3001 Delmer Bivd 

*# SAN FRANCISCO, CALIF. 
Eckert—tioyd Co 
1225 Sixth St 

SEATTLE, WASH 
Northwestern Agencies, Inc 
4130 First Ave.. South 

SOUTHINGTON, CONN. 
Jock Fay, inc 
c/o Westen Mac Roe 
Hert Acre Rood 

SYRACUSE, N. Y. 
Foy—Swilivon, inc 
259 Kensington Piece 


~ |) NIPPLES 


EMT ELBOWS 


COUPLINGS 


SPECIAL LARGE 
RADIUS ELBOWS 
RIGIO 
90 and 45 
ELBOWS 


a 
RUNNING THREAD 


Vey y henegeneeetrn HHH PEL EHU CORRE ETOH A 


a 


GOOSENECKS 


g 


WALL PLATES 


«Warehouses 


SOLD ; } EC , WHOLESALERS 


CONDUIT PIPE PRODUCTS CO., op COLUMBUS ’ anil 


PIPE COUPLINGS + PIPE NIPPLES + ELBOWS, RIGID & E.M.T. 
RUNNING THREAD + GOOSENECKS + WALL PLATES 
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Wholesale Price Index for 62 Electrical Products 





Jnit: pound 
type R. Unit 
Sheathed Cable 

Cable. Unit: M 


Init 


type. Un 

t breaker 
type A, 250 
57 


type 575 


breaker 
Panel. $ 


Pane 


600 


n-renewad 


artridge Fuse 
r 


+< 


220-240 volts 
induction, 3 
nduction. 3 


induction 


yt ase 


hase 


nduction 


each 


whee 


4-6 1/2 in 


yment transformer 


3% Un 
range tandard 
Washing Machine 
W ashir Ma 


Vacuum tank. Unit: each 
apacity 7.4-9.5 cub 
hest, 8-12.4 cubic 


. a 
Heater, 52 ga n 23 


eaner 
Refrigerator 
Home Freezer ( 
W ater 


tank 


Rad 
Radio 


Uni each 
rad 
Unit 


Unit 


table mode 


censole mode prhonc 


*) 
Radio 


portable mode each 


Television, table mode! each 


Television, console model. Unit 


Radio-television-phonograph c 


smb 


Seat and 


feet. Unit 


M feet 
Unit 


feet 


M 


feet 


M feet 


nN 
nw 


w 


. 


yn > » S 
ono 


aw 
~~ uv 


ww & Ww 
Co 


ww 


@ 


np open sieeve bearing. Unit: each 
hp 


0 hp., open sieeve bearing 


eacn 
Unit 


eacn 


ball bearing. Unit 
eacn 
np be 


rin } 
bearing. Ur 


diameter 


pact 


6 type 


: A 2nh 
4 ncnes VeoVY ¥ 
cnes. Unit: each 


00-150 volts 


ver 


Cr) 


ta 


raph c 


eacn 


nat 
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LOADS HEAVY 


AW A'S 
> 


MEMO 
This and other NE ads 


help Create dé mand 
° 4 
among Ou? 
TB Ud Cu Stomers 
for Na? . 
/ 4 a ona I 


i ; 


ee” ric 


Products 


NEPCO-LOK interlocked armor cable 


National Electric 


Power Cable, car 


Nepco l ok, Interlocked Armored 
provide you with the answer to low- 
cost, heavy-duty industrial wiring 

The outstanding flexibility of Nepco-Lok cuts installa- 
tion costs because it’s speedily installed around corners 
or projections indoors or out In 
relocate Nepco-Lok to meet 


{ ] 


the power needs of expanding production facilities and 
thereby reduce the cost of future plant modernization 
» 600 volt and 5,000 volt 
th three and four conductor assemblies 


National 


| 
st 
o-Lok offers industrial heavy-duty ca- 


addition it is often 


possible to econom cally 


Nepco-Lok is available 
r 


i ; 


a also in n -conductor control cables 
Electric Nepc 
Ww 


‘ 
pacity at k id 


cost pl is the added insurance 


) stoppage offered by a system of individually 


against 
prod ict 


protected cables 


Whether 
facilities or ne 
able to get the 
Interlocked Arm 

Call your Nat 
National Electric 


Center, Pittsburg! 


National Electric Products 


PITTSBURGH, PA 


3 Plants ° 


W orehouses ° ; 2 . 


fice 


NE SPECIAL CABLES WILL MEET YOUR REQUIREMENTS FOR POWER, CONTROL AND ELECTRICAL EQUIPMENT 
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CHUCKLE OF THE MONTH 















































short measure — = ] 





here! Boss, | just finished talking to the contractor and | got a funny feeling 
he’s gonna knife us in the back on that big job 


NEWS (cont.) ‘ N 


Guaranteed footage 
in every roll 


Apparel production 
I . 


} 


beverage 


The chemical industry 


Machine 
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NEW 7\%-acre plant (under one roof ) 
to provide 


faster service for those who use... 


Huge wire mill-warehouse offers 
immediate delivery service on wire and cable! 





CORPORATION 


Pp. PHELPS DODGE COPPER PRODUCTS 


SALES OFFICES: 4 
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Slipping Profit Margin 


It is far more dangerous than lack of sales—analyze be- 


if nt ahead 
Farm machinery output and sal fore it is too late, says one wholesaler. 
: / / tor 
irned upw ird in j n ac I : : F 
nearly 1 “cent The same thing that happened in the appliance field is 
. etaiy. FPN happening to the supply and lighting business. 
Jutput during 
SO Nn 
juipment itput T a recent meeting of 
lectrical Wholesalers Associati 


t how tar a manuf: 


ncome 
pected to { own per cent tnis y 


manuf 


nsumer 


prede- 


Instruments and control 


icve 


Tuttle New President 
Of Crouse-Hinds 

SYRACUSE, N. ¥ 
tle 1s the new pres 
of the board of 
He assumed the 
Mr. Turtle was 
and treasure! 

Three other executives 
fron active management 
William L. Hinds, chairn 
board; Albert F. Hills presid 
W. C. Blanding, executive \ 
dent 

Mr. Tuttle was ippointed 
for Crouse-Hinds in 1933. In 
} 


pecan company secretary 


82 ELECTRICAL WHOLESALING—August, 1955 





CRESCENT 


is the Service Entrance 
Cable for Modern 
Electrical Living 
with... 

Crescent Type RH 
Insulation 


Crescent has used Type RH insula- 
tion on Service Entrance Cables since 
1946. This allows from 12 to 18% 
greater current carrying capacity when 
compared to service entrance cables 


with ordinary Type R insulation 


Crescent Service Entrance Cables are 
so constructed that they are highly 
flexible and easily bent to conforn 


building surfaces 


You get better value 
ing capacity, easy workir 
life when you specify Crescent 


Entrance Cables 


A carceremce 
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BALLASTS 


give Lest results / 


® No one knows better the value of CERTIFIED CBM BALLASTS than tne 


manufacturers of fluorescent tubes. For the satisfactory performance of their 


lamps is vitally dependent on the ballasts that operate them. They know 
CERTIFIED CBM BALLASTS are Tailored to the Tube. 


Fluorescent lamps are designed to operate at 
specific electrical values. The use of auxiliary 
equipment that has been proven to meet these 
agreed upon standards will assure the user 
maximum value for his lighting dollar with a 
minimum of operational failures. Certified Bal- 


lasts are inexpensive insurance.”’ 


a 
frp 

he life and light output ratings of fluorescent 
lamps are based on their use with ballasts pro- 
viding proper operating characteristics. Bal- 


lasts that 


do not provide proper electrical values 
may substantially reduce either lamp life or 
light output, or both. Ballasts certified as built 
to the specifications adopted by the Certified 
Ballast Manufacturers (CBM) do provide values 
that meet or exceed minimum requirements. 
[his certification assures the lamp user, with- 
out individual testing, that lamps will operate 


at values close to their ratings.” 





’ » a By 


SYLVANIA 


“The light and life ratings of fluorescent lamps 
are based on three hour burning cycles under 
specified conditions and with ballasts meeting 
American Standards Association specifications. 
Ballasts marked with the CBM emblem and 
certified by Electrical Testing Laboratories, 


Inc., meet ASA specifications 


VESTINGHOUSE 


“Use ballasts that are tested and Certified by 
Electrical Testing Laboratories or ones that are 
otherwise known to meet the specifications of 
the lamp manufacturer. These will give best 


results with Westinghouse fluorescent lamps.” 


That’s why CERTIFIED CBM BALLASTS 
merit the slogan—Tailored to the Tube: 


BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


ii i ee Ee 





2116 KEITH BLDG., CLEVELAND 15, OHIO 
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NEWS 





Continued from poge 8&2 


1 tO sell direct 


cr 1 r 
Cc) an 


tractor. However, I do not 
t the distributor should lend re 
the manufacturer wh 


TO 


lirect, but does the 


ugn a Wiillng 


sells 
distributor 


losing margin of pr nt 


Actually, ] dc 
listributor policy. Th 


permitting 


ViIcws 

I hope 

liscussion 
Western Supply Purchased 
By New Corporation 
SALT LAKE CITY, UTAH—1 
Western Supply Co. has been sold 
a newly-formed corporati 


Henry W 


the convenience 
of modern 
back wiring 


L 


plus 


been revealed by 


the 


catety 


of a 


nt 
The new owner is Wester 
In headed by George 

irds. Associated with Mr. Rict 

L. Firmage, who will be 
| and treasurer. |]. H. |} 
Grand Richards, Mrs. Edna ¢ 
and Mrs. Edna Richard 


Purchase price I 


r¢ 
pre ure 


screw 


Save-A-Splice ... 


Another important advontage of Hubbell 
pressure plate back wiring is the fact that 
a circuit may be extended using both 
back and side wiring. The same binding 
screw anchors both 


through the hole in back and the side- 


the wire inserted 





looped wire 


- 
. a . 


j. TAYLOR FRAZIER 


e Sluet 


HARVEY HUBBELL, 


FACTORY WAREHOUSE LOCATIONS 


03 Nerth Sente fe Ave 


Stote ond Bostwick Sts 37 Sewth Sengomon & 
port 2 Vn : i 


plate 


PRESSURE 


PLAT E 


BAC K WIRING 
FOR GREATER WIRING 
SECURITY, SAFETY AND 
CONVENIENCE 


Diegram at right shows how 
the Hubbe!! 


mechanism is designed. The 


pressure piote 
stripped wire when insert- 
ed through the reinforced 
back 


locates between the two 


wiring holes (left 


terminal plates which, os 
the screw is tightened, pres- 
sure-grip the wire securely 


(picture below 


connection 


Twist-lock 


No. 7582 


\ 


INC. 


ASSURE NATIONWIDE STOCK AVAILABILITY 


4 


tome & 


i2 el n frencisce 


Dreger & 
gif Dollies 7 


lew 





° i I h . Cc il h R ti 
(QUARDIAN delivery service a 


From Times Appliance 
NEW YORK, N.Y—I 























& 
pait\ | 
E 
> Yeaanay 


iy 
> © 
z 


E. B. Ingraham A. F. Callahan 


us lits lis hts 
Ha lipeiths ts 


through your supply house 


BULK SUPPLIES... .FAST! 


Work through an 


ting at the 
ithorized Genera! Cable 
ibstantial stock as GUARDIAN building 


by bulk supplies—in a wide selection 


rby General! Cable distribution center 


Certified Lighting 


Adds Two Bureaus 


e Distribution Network—largest in NEW YORK. NY W idl 


there to help your General Cabk 


convenient delivery 


1 uniform quality 


il Cable” f 


GENERAL CABLE 


coRPORATIOWN 


oe r NOW...DISTRIBUTION 
FACILITIES 
COAST-TO-COAST. 
FASTEST SERVICE 
IN THE INDUSTRY. 
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°/ THE GREATEST WAME IN ELECTRICAL WIRE AND CABLE 


General Cable GUARDIAN Building \ 

ent the highest type of produ 

any th od assifications 

manufa i quality controlled, 
responsibility of neral Cable bet 
GUARDIAN wires are available in many ty 
Braided Types R, RH-RW and RHW;; Therm 
tic Type TW; Lead Covered Types RI 
Neoprene Jacketed Types RH-RW ar 


aid covered wires are hard finished 
sy to pull without any need 


tandard color coding, of ec 


GENERAL CABLE 


cOoRPORATIOWN 


GENERAL CABLE CORPORATION 


br 


BARE, WEATHERPROOF, INSULATED WIRES ond 
CABLES FOR EVERY ELECTRICAL PURPOSE 
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Breaking In A New Territory 





Continued from page 39 





Doesn't talk price unless really pressed. 


hom he knows are home 


1¢ for lunch religiously 

lone it for years,’ he says 
nd if Joe misses his custom- 
yut after them. But not 

St pping to chat with the 
ouse or to drop off a bit 
promised some child. He 
is sincerely interested in 
t's problems. He makes 








thdays, weddings, anniver 


knows who is sick, who is 


1S 
rder to tl 
workshop 
contractor 18 Mm 
ft the order and 


In one week he 


MH-7. of ' : nd-tripe for one con 


QUIET SWITCHES ee 
time while driving They v 
9 No. 3401 Boke hrough tl intryside. Joe does mis e Wil 
4 Only —5 
toct Quiet Operation onary ri mony backwoods istet 
Without Mercury of 
Othe Fluids 
Roted 
rating for 
Oper 


ond Fiverescent 


Summer fain 


a COMpetilor s 


and having 


Opped and 
friendly gesture and 


s 


good will 

m«¢ ally pressing, his 
No. 342 270 amP ' . 
SWITCH. Identified by romer still if of their order 
Red Moulded Cover. Ap — . 
proved fer contre! of nt ut that gas sta 
Fiverescent Lomps on 
A-C civewits of 277 Vols 
and less ond for mo 
ter leeds wp te 277 
Volts ot 80° of 
rent rating of e é 
switch. 270 AMPS.—! if ] cf vs ti it nake sul they 
te 277V., A-€ 


who owns it 


Cilaily 


W LIny \ spec 





CIRCLE F MFG CO. 


TRENTON 4, NEW JERSEY 


c 


f 


c 


‘ 


in the job look- 
they won't dk 


have to look 


South Bay 
current low 
items This 
salesman be 
which would 


service angle, he 


talk price unless 
ats usually only 
me fellows will 
anyway and will 
n't have it, I'll get 
ontractors in hous 
use cheap 

illows them 

us¢ better 

in cheap ones 


a living 


| Quote—If the customer is in- 


some larg der of bread 

Joe will tele 

in Patchogue and then 

He aisO Carries a Car 

1€ Station Wavon 

a special nature 

with a customer wh 

low prices Is 

rding to Al Baron 
5 us ially 

one whole 

customer 1S not 

table basis him 

ise with a cus 

ally hurting 


Baron ex 


tshell is to decide 
1O business with I 
leliver them. If it’s 
he month, and they 
i them not tO Worry 
Hye ips Saies TOO. espe 
(Christmas. Sometimes 


en take two months to pay 


m the next tri e His Ambition—Oddly enough, de 
e Look Like Them—Dr . ha spite all 


Joe has only one 
that, while de 
Someday, he 
yuund 10 am 

the Hamptons 
> mph 
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PLUG-IN POWER WHERE YOU NEED IT 


side. Ex sive s 


BULLDOG PLUG-IN DUCT WITH 
ALUMINUM CONDUCTORS GIVES 


Awhtw 








Klexibl 


& | 
OW 


CUTS DOWNTIME! 100% REUSABLE! SAFER, MORE EFFICIENT POWER! 


Sell customers on providing for future as well as present elec- too! New tool setups can be made, machine 
trical requirements. Recommend and install BullDog Plug-in revamped, without interrupting the flow of pow 
Duct—the completely flexible, reusable electrical distribution 
Whatever the power requireme nt, present of 
system that provides instant plug-in power wherever, and nay ° 
customers are always prepared with Bullldog Pha 
Your nearby BullDog Field Engineer will provide experienced 
Simple to install, rugged plug-in duct allows circuits to be assistance. Or write: BullDdog Electric Products Company 


whenever, it’s needed. 


sewilthy added or removed without rewiring. Downtime is cut, Detroit 32, Michigan ny 


BULLDOG 


ELECTRIC PRODUCTS COMPANY 
A Division of I|-T-E Circuit Breaker C ompoany 
Export Division. 13 East 40th Street, New York 16. New 
York. in Conado: BullDog Electr Products Compeny 
(Coneda), Lid. 80 Clayson Rood, Toront 


August, 1955—ELECTRICAL WHOLESALING 





New AW “Stars” 


from poge 47 


HERE'S WHY 
WHOLESALERS 
PREFER 


BERKO 


ELECTRIC HEATING 


me ttee by R. V. Hort 
Shakey Ae } S ( 
SPT? .- e Adequate Wiring. 17 


BECAUSE... a ¢ 
BERKO IS PREFERRED BY CONTRACTORS AND CONSUMERS, too! : 


BERKO is a quality line the industry leader, well-known fo: 
finest design and performance 


BECAUSE... 
BERKO SOLVES THE WHOLESALER’S BIGGEST HEADACHE... 


by offering a product with top Brand Identity, one which can be 
old, and handled by the trade at a fair profit 


BECAUSE... 
BERKO STAYS AHEAD OF THE ELECTRIC HEATING INDUSTRY, 


with promotion and new products presented when they do you the 
y do ; 

most good. Check the two fine new products shown below, offered 

ist at the right time for you to profit during the big Fall 


| 
| 


—_ 











with these two new 
BERKO Products 
the 1500-watt Model 
THC (left) (also comes 
without thermostat), 
and the BB240 Base- 
board line (below) 
the ultimate in home 
heating! 





Be one of the alert wholesalers who have learned how profitable ut wu to feature BERKO. Write today to 


BERKO ELECTRIC MFG. CORP. DEPT. EW 8 — 212-40 Jamaica Ave., Queens Village 28, W. Y 


14d (@) LASS ELECTRIC. RADIANT HEATING 
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BRIGHTEN eS \ WW fh 
DARK (®, NS 


CORNERS f 
INN ID =. e 
NEAR-WALL | \ 
IN AANS | 
WITH 


~~ s 
ie 

ry \ 

- 


——_—> GUTH BRACKETS 
(you NAME. tT...WE BAREUItTt) 


APPLICATIONS 
GALORE! 


in barber shops 

fitting rooms; over 
areltelifel Mellel MmauslelL. 
elelelgel MMiillacels Pinel 
desks near walls; along 
ceiling beams relate, 
many other spots that 
elem lbailatlimiom ie lal 
efficiently with 


meleha-aehilels ela’ 


x i o* 49" 
at ae > 


ee? a! 


TRUSTED 


NAME IN LIGHTING 
SINCE 1902 


THE EDWIN F. GUTH CO. <- ST. LOUIS 3, Mo. . 
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PORCELAIN PRODUCTS’ Serv 





ce Mast KIT 


FOR 2” PIPE 


~ Also available 
— FOR 214” PIPE 


‘THING FURNISH 


Here is the only Service Entrance Mast Kit 
complete in every detail—including roof 
flashing — even necessary bolts, nuts, lag 
screws and nails. Can be installed by an 
electrician, with electricians tools 
Cut down installation costs with these 
easier, quicker to install, service entrance 
mast kits 
Here is a complete list of the parts you'll find 
in this Porcelain Products’ Service Mast Kit 





\/ UL approved Service Entrance Cap and Bell 
Reducer 
Galvanized Roof Flashing and Storm Collar 
Reof Mounting Plote of new and original 
design 
Conduit hanger with 24 lag screw attached 
Slip-fitting offset reducer with interior ground- 
ing device 
All necessary bolts, nuts, lag screws and 
nails 
Plus—Porcelain Products’ famous 2061-C 
Pipe Mounting house brackets as specified 


WRITE FOR DETAILS TODAY! 





ELECTRICAL PORCELAIN SENCE 1 O94 


but the house and conduit 


«eu 


‘ , ae 
\ é 
—. 


nee 
= Ss 


_—_—— 


= | 
| 


~’ CATALOG NO 

2075 — NO WIREHOLDERS 
2076— 1 WIREHOLDER 
2077 — 2 WIREHOLDERS 
2078 — 3 WIREHOLDERS 
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“We insist on a combination 
of quality and service in any line 
we carry... Rome Cable gives us both” 


Mr. Irving P. Bean, President 


Bean Electric Company 
Seattle, Everett, and Wenatchee, Washington 


“We began carrying Rome pro- 
ducts in 1948, and we've always 
found their service- and product 
quality beyond reproach. Rome 
service has helped us win new 
customers and keep old ones. And 
it is our experience that Rome 
products—wire and conduit—are 
well known and widely accepted. 

“We recently opened our third 
house at Wenatchee. The whole- 
hearted co-operation of the man- 
ufacturers, like Rome, whose pro- 


ducts we sell, has certainly been a 





vital factor in our growth.” 


lo what Mr. Bean has said, we'd 
like to add that we believe com- 
pletely in a strong distributor pol- it Costs Less to Buy the Best 
icy. We work to back our distribu- 


tors, give them whatever sales OI 


engineering help they may want. Co ROME CABLE 
We believe in se &rving both the « (+) 
fon Fey eowr "tw vorn 
distributor and his customers on Et. ¥ 
TORR aAwceE catti*teoenia 
a close. pe rsonal basis. as partners 
and friends in mutually profitabl 


business dealings 
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You Can Make A 
Good Wiring Job 


BETTER 


WITH 


UNIVERSAL 
PORCELAIN 
INSULATORS 











Your wiring installations will be right 
from start to finish when you use 
UNIVERSAL porcelain insulators! They 
have uniform body density, high dielec- 
tric and physical strength, resistance to 
temperature extremes, moisture, fumes, 
smoke and most acids...your positive 
assurance of long, trouble-free service. 


~~ UNIVERSAL 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 





Report on Railroads: 








f . intern 
Traffic, Products E aeabiots = 
NEW YORK, N. Y.—The railroad r rucks 10 pe 
urried only per cent of all inter é : ears truck 
ity freight in 1953, compared wit! f han 50 per 
over 75 per cent in 1926, according it ¥ outbreak of 
o the Nati Industrial Conferer x i Ww I] ting fuel an 
Be By rilr Ss were 
A re npleted analysis found moving ‘ r of 
na mp¢ Carriers fave m rreig 
] rt raf away from the At we 
railr [ have also captured more f treig 
I yt 1 New sroducts 1d I 1¢S 
Ew fic routes of an economy that f f 2 
» expanding and shifting ile 
gpeoxTapnicany \ truck 
e Bulk In Low Volume—The NICB prew 
ilysi Ws } Irhoug! " ' ig 
ilr een able retain thei f ie — 
ym pt e advantage in transporting ‘ f 
Dulk I lities of W lue pe O n 
ror f ind KE tnis if , f was igh | 
nce tio! r rreignt } wnW i-mules of 
mong such bas mmodities |} f only 
1¢ l iS particul rly i x pr s. However 
ral ‘ lical fluct n fr i by truck 
strial activ ‘ f f ¢ t prew 
A recessior § mil is tha I)4 I! per ! or 
roughr al 1 12 per cent drop f Tos = of 
treight if lings l } coal noved I gl 
coun 1 for per f pipe es g er 
1oadin ke and ore ) per cent t for i " 
But } carloadings f cok f 
lroppe per cent; ore per cent e Diversion 
i | per cent. Together, these g re of 
i¢ ines ver vhelmed 14 per cent in npeting « 
ease in the movement of grains and t s 
elatively all decreases in that of f r W ighes 
ther Commodities f These p 
e Inroads—In 1939 railroads moved od groul 
8 billi miles of good 
fs acl ‘ 
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PROUDLY 
ANNOUNCES 
the 








A New Concept in busway systems that obsoletes all 
other methods of carrying current. 


* Low Voltage Drop in PLUG-IN AND FEEDER 
TYPES. 


* High Short Circuit Strength in PLUG-IN AND 
FEEDER TYPES. 





* ONE FLEXIBLE FITTING makes elbows, offsets 
—-simplifies engineering and eliminates costly 
delays. 


* COMPLETE SAFETY because live bus bars at 
plug outlets and live connections in plugs are 
eliminated. 


ation Chad Cll dt Lowe Coll 


BETHLEHEM, PENNSYLVANIA 





co 2 2: 82 Ft 








You can get WHAT you want 
WHEN you want it from the 


“ 


tn 


3G -& £-e ged, i 
QUALITY LINE 


AN 


SERVICE is the “keynote” at Keystone! And one good example is 
the fact that every item in the complete Keystone Line is stocked 
om for immediate shipment direct from modern factory warehouses. 
ie No waiting for production, no delayed deliveries, no fooling 


around with partial shipments 


tories, faster 


turnover 


And it all adds up to lower 
more satisfied customers for you! 








KEYSTONE WIREWAYS ond Auxiliary 
Fittings have oll the time-saving, 
money-soving features your cus- 
tomers want. They're quickly, easily 
installed, readily adaptable to any 
power distribution system. Available, 
too, in both flanged and flangeless 
styles ond a wide range of sizes 
and lengths... from 22” x 2a" x 
| ft. through 8” x 8” x 5 feet long. 


4b, 





KEYSTONE CUTOUT BOXES and Pull 
Boxes are furnished in Type “A” 
with hinged cover, Type “SC” with 
screw cover. Both feature a formed 
construction strongly fabricated and 
securely welded .. . with adequate, 
easily removable knockouts. And 
both types are available in a com- 
plete range of sizes . . . stocked for 
prompt delivery to meet your needs. 





KEYSTONE SWITCH BOXES and Outlet 
Boxes are loaded with extra quality 
features! BX or Romex clamps are 
olreody assembled with nested fit 
for easy pulling of wires. Knockouts 
and pri-outs come out double quick. 
And tapped holes cre extruded to 
provide extra thickness, eliminate 
stripping of threads. Even mounting 
brackets make installation easier. 








Ne 


atalog presents the com 
send for your free 
ay 


=, , teat cui 
\EYSTONE MANUFACTURING company 


23328 SHERWOOD AVENUE e@ CENTER UNE (Detroit) MICHIGAN 


the Complete Line of Wiring Installation E 





Sold Only 
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with 14.9 million 


Rome Cable Announces 
New Conduit Policy 

ROME. N Y The Rome Cable 
Corp. announced a new merchandis- 
i conduit last month 
vice president and 
a letter to the 
lit Customers, dis- 
ity differential and factory 
He noted that during the 
months Rome Cable had 
creasing trend toward rne¢ 
ng direct job ship- 
lit against orders 
ld be filled from a 
his seemed 
true in areas idja 
it warehouses and 
practice had cre 
it both the 
id | 


manu 
iS local ware 
cost burden, we 

ot the tact that in 

smaller direct shipments 
obber, the manufacturer 1s as 
ne important functions of 
1d shipping which are prop 


responsibilities of the dis 


to overcome the extra 

ge its distributors 
stocking 
estab 
rice differentials ef- 


rders entered on and 


iction of 


rney were 


We believe 
sutor will agree 
constructive in 

its effect will 
Situation as it 
We look for 
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SPECIFY... 


SAFETY: Explo: 
exceed code r 
+ 


eC LU 


against fire 


ECONOMY: 
easy installation and 


Rugged construction i 


e TAPER TAPPED HUBS 

e SMOOTH, ROOMY INTERIORS 
e QUICK ACTING JOINTS 

e DEPENDABLE MECHANISMS 


e@ ALUMINUM ALLOY OR HEAVY 
CADMIUM PLATED 
FERROUS ALLOY CASTINGS 


THE PYLE-NATIONAL COMPANY 


WHERE QUALITY IS TRADITIONAL 


hk 5 w 4 , a 
I 2 North K r Aver 
p 


Export Department tort nal Railwa 


CIRCUIT CONTROLS*+PLUGS AND RECEPTACLES*+LIGHTING FIXTURES+FLOODLIGHTS 
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Vacuum Tubes Face 


: Fast-Rising Threat 
q} / eee NEW YORK N. ¥ | 
L as THE WORLD peggeist Bee a 


tHe DERRICK 
LIGHT & EQUIPMENT COMPANY 


OF FORT WORTH, TEXAS 


uses ‘only the finest” in their 


dy illing rig lighting systems I 


General Cable Acquires 
Electrical Wires Plant 


NEW YORK, N. ¥ 
( , 
Bennett 


J. R Ma 


Nesco Announces New 
Distributor Policy 


MILWAUKEE, WIS Mr. H. H 
Marte N 


We witl be happy to send 
you a complete catalog, on 
request, together with the name 
of the nearest electrical 
wholesale sroadeny oe or olf field 
. supply '@ handling : 
Certified 
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" GUIDE-LINE” . newest exclusive sales 
feature for easier bending alignment and 
better visibility. Eliminates “wows”. On 


sizes 2", %", 1° and 1% 


“INCH-MARKING” an exclusive sales 
feature that teams up with the ELECTRUNITE 
Bender for easier fabrication and instal 
ation. In sizes 2", %", 1" and 1% 


METAL TUBE PLASTIC ARMOR 


DEKORON’-COATED” .. . plastic armor 
for E.M.T. and Conduit provides longer 
service in severe-corrosion locations on 
ELECTRUNITE exclusive 


INSIDE-KNURLING . another ELECTR 
exclusive. By actual tests makes wire-pulling 


easier. In sizes ‘2 %" and | 





ACCEPTANCE .. . first in preference by 
brand nome in unbicsed surveys af 
ELECTRUNITE feature. 
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your sales volume 
with these 

Republic “Inch-Marked”’ 
E.M.T. Exclusives 


When you get your prospect to stack up the advantages of 
Republic ELECTRUNITE “Inch-Marked” Electrical Metallic Tub 
ing in comparison with any other brand, you are well on your 
way to securing another steady customer. And when you point 
out how these ELECTRUNITE features and Republic Quality 
provide ease of installation and reduced wast you ve 
clinched the sale. Then, let your customer see for himself how he 
gains in convenience and economy. He will come back to you 


tor more ELECTRUNITI and his other electrical needs as wel! 


You can get the ball rolling through a direct-mail « impaigt 
to your prospects. Republic offers folders, stuffers, catalog 
inserts, ad reprints a compl te pac kage ot promouon mate 
rials bearing your imprint. Call your Republic representative 
for your supply today. Put this material to work for you telling 
your customers how “Inch-Marked" E.M.T. gives them the 


best run for their money. 


REPUBLIC 


Steel and Tubes Division ¢ 215 East 131st Street, Cleveland, Ohio 
World, Widow: Range 
Sandlard, Steehs et, SO. Poeddi 





ENGINEERED for 
DOUBLE-DUTY / 


A REVERSING DRUM 
CONTROL with... 
BUILT-IN THERMAL 
OVERLOAD UNIT.. 
at a lower cost 


FURNAS ELECTRIC 


COMPANY 


BATAVIA, ILLINOIS 


Soles Representatives im atl Principo! Cities 


it's Built On Flexibility 





Graybar Announces 
New Appointments 


ORK, N.Y 


Set Up Biddle Trade 
Publishing Company 


CS 


D. A. Hilger 


Gesco Fills Two Posts 


( NX ( ( 
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new CLIFTA 


UF CABLE 


means lower cost 


single conductor avail- 
oble in sizes 14 through 
4, standard color 

is block 





Two conductors 
ovoilable in sizes 

14 through 10, with 

or without ground wire 
Standerd color is Ivory 


Here’s the all purpose cable that 
solves a great many of your prob- 
lems. Tough, durable CLIFTALL 
UF is the economical answer to 
underground wiring, including di- 
rect burial, as feeders, and branch 
circuits, when provided with ov- 
ercurrent protection. 


In addition, CLIFTALL UF can 
be used either exposed or con- 
cealed in dry, wet or corrosive 
areas, in masonry block, or im- 
bedded in plaster 


In CLIFTALL UF, bare copper conductors are insulated with high quality 
thermoplastic, color coded for convenience, then covered with reinforced 
fiber glass. The parallel conductors are then sealed as a unit in high quality 
thermoplastic that can withstand the most rugge d conditions 


Approved by Underwriters Laboratories, Inc., and recognized by National 
Electric Code (1953). CLIFTALL UF is available in sizes 14 to 4 AWG. 
single conductor only: 14 through 10 in two conductor with and without 
ground, and 14 through 10 in 3 conductor without ground. Use CLIFTALL 


UF and be sure! 


MAIN OFFICE 


75 Montaomery 


WRITE TODAY 
For Full information 


SI 
; fk oe Jersey City 2, N. J 
Throughout the County ~ AK g (A : FACTORIES 
SI BALE a 
REPRESENTATIVES Ww ennessee 


mrmcraccns CONDUIT inc = ‘iTmon 


WIRE CABLE RIGID CONDUIT ELECTRIC METALLIC TUBING LIFTALL US 


rehouses 
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Trumbull Expands 
Marketing Organization 


CONN Iw 


Conforms to the standards 
of the Electrical Service 
Connector Institute 


DOSSON “F” 
SPLIT BOLT 
"AATAT SOT 


Fabricated from high strength alloys (better than 
average steels), the Dosson "F”’ is cold-formed for 
uniform quality. Maximum contact pressure is 
assured by a high translation of tightening 
torque. Full length pressure bars with rounded RDENA, CALI 
edges prevent load concentration and crushing 
of conductor. Built to withstand high overload, 

vibration. Highly corrosion 

resistant. 


Sierra Electric Moves 


Mail coupon for FREE agg 
Dosson ‘‘F’’ Connector 





CORP. 


FG 
DOSSERT MP ccklyn 22, 


249 Huron St. 


n. Y. 


atalog 
“fF Split Bolt Connector plus © 
og ee ple Dosson F’ Sp 


Please rush free -_ 
sheet. 

Name 

Company 

Address 


City j. J. LIESKE, gR 


DOSSERT MFG. CORP. 


TECHNICAL 4Q } 
saownow es : 
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Blackhawk’s 


Slip-fitter Service 
Entrance Head 


WHAT COULD BE SIMPLER 
TO USE OR TO SELL? 


® No threads to cut 


® Strong, neat single-unit 
slip-fitter housing frame 


© Simple one step installation 


Modern simplicity at its 
simplest, the Blackhawk 
Service Head is its own slip 
fitter. Simply slip it on any 
type of conduit and tighten 


with a screwdriver 


Immediate delivery .. . 
to electric wholesalers only 





yA 
. BLACKHAWK 

$ 
lackhawk”” INDUSTRIES 


o7 [ngustries 
SS” Dubuque, lowa 
, petra aie 


Specify B-I when you buy! 
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Ss 


THE PEERLESS 


NEW PRODUCTS 





Radiant Heaters 
Heatmore, Inc., Brooklyn 6, N. Y 


Fluorescent Fixtures 
Sylvania 


Ne WwW y ork 


Electric 
N.Y 


Products Inc., 


1¢ 
} 


Strain Insulator 
Mie 


Electric Service 
delphia, Pa 


Co., Phiia- 


A COMPLETE, CONCISE, 
EASY-TO - UNDERSTAND 
GUIDE TO BIGGER PROFITS 
AND BETTER INSTALLATIONS 


< ' 
ri 


Load Centers 


General Electric Co., Trumbull 
speed Ce 


; mponents dept., Plainville, Conn 
to CEM 


reference 
( 
discharges and rota 
performance ratings 
nl 


These plus the 


facts 
Backward Curve Blower 
» bigger jobs, bigger profits, and 


Write for your copy 


FANS - BLOWERS . MOTORS 
ELECTRONIC EQUIPMENT 


RLESS ELECTRIC 


ELECTRIC COMPANY + 1403 W. MARKET ST. + WARREN, OH 
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guarantet 
k the rut 


1 tremend 


zh, uniform 


ting 
ating 


mpact cable assemb]; 
strength of its c 
workability a 

made Hazacx 


where other por 


tiie? } 


+ 


is bes 
on wane 


your nearest Hazard 
write for Bulletin H-451 


represent 


, Hazard Insulated Wire W 
Division’ of The Okonite Company, Passaic, N. J 
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portable cables 








PRODUCT 
oF 
ae Tee 


RESEARCH 





CALENDAR OF EVENTS 


sco CONNECTORS Tia 


4 MAKE YOUR PRODUCT =| —aeatnnt 


ELECTRICAI 





PERFORM BETTER 


SIZES xT 6 SIZES 


= 500 


All these ... and more... for 
YOUR BEST CONNECTIONS 


U/L AND CSA TESTED HI-RUGGED STRENGTH 
PURE COPPER RE-USABLE 
100°. CONDUCTIVITY ALL WIRE SIZES 


COOLER OPERATION ECONOMICAL 


WRITE FOR 
80-PAGE CATALOG 
a 
ILSCO CORPORATION 


5746 Mariemont Ave 
CINCINNATI 27, OHIO 


Lo 7 SIZES 


TERMINAL BLOCKS 


FUSE CLIPS 


> 


100 & 200 AMPS MANY SIZES AND TYPES 


StU 1) SIZES 3 SIZES 


#1000 MCM 
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OF HEAVY DUTY, OILTIGHT 


Pushbuttons, Selector Switches and Lights 


The new Cutler-Hammer Pushbutton The new Cutler-Hammer Indicating Light 
iii me leltis)( Mele) Mac clislaMele « M@islel 


with separate winding transformer 
measures only 1%" in depth that measures only 1%)” in depth 


New shallow-depth contact blocks; greater 
freedom of circuit arrangements; 
better design; better appearance; better performance. 
Get them first, get them fast, get them now 


Once againthe name Cutler-Hammer pushbuttons, with regular 
ympanions great achievement 1 head; selector switche 
in amazing and unique new line of ing maintained conta 
heavy duty, oiltight pushbuttons tary contact with spring 
lector switches and indicati: either or both positior 
lights. There is nothing to compare _ ators 
with it. The feature that stands out tary cor 
above all is the new basic working on k 
nit, the contact block—and its avail 
counterpart for the indicating lights 
the transformer or resistor. THIS 
NEW CONTACT BLOCK MEAS 
URES ONLY 1-3/32" IN DEPTH 
BEHIND THE MOUNTIN( 
PANEL. A fact of izing conse- 
quence for the vast majority of push 
button users 
Of even greater consequence 1s the 


greater degree of circuit flexibility 
this new design provides. With its 
contacts set side by side, “in parallel fully des 
electrically isolated from one another bulletir 
in apply one voltagé ne today or see 
1 differe nt ta or ie other nearest authorize " 
4 can impress a iting current CUTLER-HAMMER, I 
ne and direct current the er St. Paul Ave., Milwauke 
Each 
ictuating 
both simultaneo 
sequence 
And you can 
contact block 


1, 
easily, sim] 


é 


virt 
ties 


| } 
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Mark up STEADY How P. A.’s Rate Salesmen 
year-round @ Turnabout survey shows how purchasing agents rate 


salesmen, what they think of them and why. 


e PA's aims and objectives—if they are to be successfully 
accomplished—depend on salesmen. 


nine per cent list, 


with the 


MARK-TIME 


I wenty-three per cent 


handy turn-off ee Tg Pn 


Time Switch 


H 


Sixty per cent 


illustrated 
N 9015 


natic 


; 
time control of 


Farm and Stove Lights 
industrial Ventilating 
Systems 


Garage Lights 

Heating Units-Neon Signs 
Air Conditioners 

Attic or Window Fans 

Gas Station Rest Room Locks 


Electrical Facilities 
Now Knopp Inc. 


‘ 


Thirty-seven per cent 


a x Ar 
COaisa 


“@ M. H. RHODES, Inc. 


Hartford 6, Connecticut 
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there's big | 
demand for 
National 
Electric 


NE Wirewa is 
available in both 4’ x 4” 
and 6” x 6” sizes. Investigate 


and here's why... 


It’s an all-purpose raceway that 
contractors like because... 


It goes in fast and economically 


1. Hinge-type couplin 


} 
‘ 


nended 
suspended iB 


It's versatile, rugged, attractive in appearance 
1. Any wiring ombina ' . vith N\ ; 


Electrical Cod 


1,600 ft. of 
Wirewa was 
installed in 
Westinghouse 
KDKA-TV, 
Pittsburgh, Pa. 


the advantages of placing stock orders now! 


National Electric Products 


PITTSBURGH, PA 


eh 
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WATIOMAL ELECTRIC 
reomvotTs cogr 
mn Oo 


(50K 
a 





VOU Wal 


AND MORE! 


NEW 502 


ond *« 


Every 


Ritaib 
TOOL is 


rESTED 
for Perfect Threads 
Before Shipment 


PIPE THREADERS 


Today, the craftsman is demanding more from 
the toois he uses He buys tools based on per 
formance...accuracy...dependability...and long 
service life. That’s why RitaID Tools are num 
ber ONE in demand. They are designed and 
produced by men who have experience who 

ted their lives to the manufacture of 


the finest line of pipe tools available 


SPECIFY THE RiGx(D “502”... 


r use on any power drive. Single set of self 


contained dies adjusts quickly to 4" and %” pipe 


regardless of position of quick opening lever 


SPECIFY THE RiGeX(D "504"... 
for use on any power drive. One set of full 
width dies adjusts to 1”, 1%”, 12” or 2”. Quick 
opening dies retract immediately while power 
drive is operating eliminates slow back-off 
Four-jaw work-holder sets to size instantly 
no lead screw jam 


CONDUIT THREADERS AVAILABLE 


Elsa le 


WORK-SAVER PIPE TOOLS 


MANUFACTURED BY THE RIDGE TOOL COMPANY © 459 Clork Street, Elyric, Ohio 


110 


PEOPLE IN THE NEWS 





J. White 


lames J. McDonald has been 


nager electrical 
ne & Manu 
Forss has 


1 
nager, Cie 


1¢ 


Frank |]. McGuinn 


George Ww assa 
M 


Cyril J. White, president of 


Tork ( k ¢ ic., has nce 


two prot s. Henry F. Zuba has 


president. Dorset 


Walter H. Bieringer, 


Harry L. Buck 


I-T-E ¢ t Breaker Co. William 
M. Gwynn was ted treasurer su 


Mr. Buck. Franklyn S. Aud- 





the 


nee 
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Now’s the time to 
get set for MOE Light's 
big fall promotion... 


t 


a 


M-4061-—$ 9 .95* 


M-1057—$14.75°* 


RIGHT TIME FOR SURE... bx ise 


IT’S SMART SALES STRATEGY... to make 
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BIG, FULL-PAGE 
4-COLOR ADVERTISING 


“SHOW-HOUSE” 


DOUBLE-PAGE COLOR SPREADS 
in the POST and LIVING! 


reaching 37,276,416 readers 
coast-to-coast 


PROMOTIONS LIKE THIS 


es 


of THOMAS INDUSTRIES INC. 
4 th T Y ‘ 





trobe 
lectrival 


od 


Dependable Performers 





For long, smooth service ‘‘Lat- 

robe” Floor Boxes and Wiring OBITUARIES 
Specialties are tops. Years of 
performance have proved that. 
And, “Latrobe” Boxes are de 
signed in a way that permits 
fast, easy installation—cutting 
labor costs to the bone. 





Ernest Ernesty 


Non-adjustable 
Floor Box 


F. M. Shepard 


‘ 


Insulator Supports 


Bull Dog’ Insulator Supports are 
malleable for fastening porcelain and 


glass insulators to exposed stee!) 

framework. Made in four sizes to ac 

commodate all standard insulators 
Adjustable 
Floor Box 


Other “Latrobe” Products 


Non-Adjustable Floor Boxes 

Adjustable Floor Boxes 
Gang Boxes Cover Plates Capt. R.O.D. Sullivan 
Junction Boxes Nozzles 


Pipe or Conduit Hangers . 
Insulator Supports U ° 
Cable Supports Fish Wire 


Staple and Cable Clips 


Adjustable Write for new catalog 
Gang Box 


Pullman Manufacturing Co. 


1209-1215 JEFFERSON STREET 


LATROBE. PA. 
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MORE PROFIT * 


With. 2 


t 
} 


beautiful! practical! 








another preuygme “first’”-new TILTING HOOD Oey iia 
with recessed light and fan 


with ¢ 
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NEW STEBER LIGHTING UNITS 
CUT INSTALLATION TIME 


rs | Pa OY B) 


The Steber line, containing hundreds of 
lighting units and fittings, gives you a 
complete selection of durable, low cost 
matched units that simplify and speed 
every installation. Their greater adapta- 
bility assures specified lighting results 
as well as better appearance and lifelong 
satisfaction. Lighting units are fully 


wired with ample leads. 


STEBER FITTINGS 

Versatile Steberlite fittings make all jobs 
easier, more economical, cut wiring time 
and installation costs. Lifetime cast alu- 
minum units are available for single or 
clusters of up to 8 Steberlites. Each unit 
is designed to do a specific job better and 
fit perfectly with all Steber fittings and 
units 


Steberlite 


STEBERLITES 


Steberlitres are available now in a wide 

styles to meet your specifica- 
ctly. No. $300 medium base and 
il base provide universal ad- 
isting light in any direc- 
se medium or mogul 


PAR and R 


ns. $400 accommodates PAR-56 Flood 


nits 
48 {0 sealed beam 
$500 is a chrome plated 
using PAR-38 


id R-40 sealed beam lamps 


lamps 


r Spot 


me m base Sreberlite, 


STEBER FLOODLIGHTS 


Steber Floodlights ideal for lighting 


parking lots, construction projects, ship- 


ping and receiving docks, service sta- 
tions, railroad yards, sports areas and 
wherever economical high intensity 
Available 100 to 1500 


watt lamps with or without lens. Full 


is required for 
choice of styles and mounting bracket 


assemblies. Seid throuah loos 


Jing wholesoc/ers 





Dep 


STEBER MANUFACTURING 


MATCHED UNITS 
MAKE THE JOB EASY 





\ 
~~ 


£ 
és 


Ra! 


All aluminum construction prevents 
damage covsed by corrosive ot 


SALES REPRESENTATIVES 














Write for complete 
Co g TDS-9 con 
g information 

i prices on hur 
dreds f Steber 


mospheres 


fems 


co 


Maywood P.O LL 





/STEBER\:=- 


STEBER MANUFACTURING CO 
OF CALIFORNIA 
242 S$. Aoderson St 
Los Angeles 33, Californic 





STEBER-WOODHOUSE, LTD 
2368 Dundas St. West 
Torento, C 3 





I nder Mo 


ELECTRICAL 


narch Corp., 
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ASSOCIATION NEWS wee Se TH ee 





DETROIT—tThe |! 1 Assoc - 
f Detroit will sponsor a Certified bons switch for 
ae cee a | tN higher profits 





NEW LITERATURE 














Wires, Cables~Illustrat 


Cscripbes 


Ma 





ROTVO-GLO *'< 

: switch 

BECAUSE SWITCHES SHOULD BE SEEN 
-NOT HEARD! 


Motor Control 
tin, GEA 


Service Entrance 


Get this sales building kit! 


Here is on cttrective working tit hel moekes te e 
ROTO-.GLO's @ cinch Compact, lightweight, easy to corr 


FREE 


Write for complete ROTO-GLO details to Dept #G.3 


PASS & SEYMOUR, 


INC. 


7) Murtay St. New York 7.N YT Syrecuse 9 N 279 W Werthington Biv hicege 7 
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Ae SBE 
SMALL SIZE! LOUD RING! 
By the ORIGINATORS 


of UNDERDOME Bells 





ying power combined with 
one is created by the “Slow 
the prolonged vibration of the 
«ct has been proven to be greatly 
zzer like action of ordinary 
ving part (the plunger) mini 
no contacts to spark, 
diameters, for opera 

voltages; with adapter 

tandard outlet boxes. Al 


inting arrangement 





iponents on origina 


SIGNALS 


SIGNAL 


ENGINEERING & MFG. CO 


BRANCH, NEW JERSEY 





emai Hang Fixtures Faster and Easier 
with Outlet Box and 


for YOU 
in 
the PAINE line 
of Hanging 
and Fastening 


Devices: 
' 


Can —— 


Saves you time, «3 

ec and eney Vie Hu . ae _ POWERCRAFT 
freight costs. STOCKS FOR IMMEDIATE 
SHIPMENT 
and job-right PRIMARY BUS SUPPORTS 
design make STANDA D NUT . x? NIPPLE e ‘ " ‘ . Utitit P 
satisfied users. - ' 


es rely 


meet exact 


One of the easiest to install and most serviceable hangers 

ever designed. Solves the problem of hanging fixtures and 

eat Strong, color- outlet boxes to ceiling or wall surfaces where you can't reach 
ful cartons, the other side. Simply insert thru hole — as small as 1% " in 
clearly labelled. diameter — and wings drop fiat, locked in place by a patented 
key. To release wings for removing honger at any time, just 


raise key with screw driver inserted thru nipple. Try these PoOWERCRAF | 


hangers once and you'll use them again and again 
Ty | CORPORATION 
pA RS | 2215 De Kalb St Phone 


St. Louis 4, Mo Prospect 6-4532 
THE PAINE COMPANY, 3 Westgate Road, Addison, IIlinois \ Since 1932 








stimulated with Write for Catalog of Paine's complete line 


tion-nettl 
ae og the best craftsmen always take 
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© ELBOWS -— lLorge Rad 
Standard Radiu EMT 
PIPE NIPPLES 
COUPLINGS 
RUNNING THREAD PIPE 


Write for Cetelog 


COTTE bY I A EN 
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better profits, faster with 
well-known GREENLEE timesavers 


for electricians 


new lightweight 





hydraulic pipe and conduit bender 


HAND BENDERS 


FOR TUBING a. 


AM Mpigiy’g 


76 


KNOCKOUT PUNCHES AND 


HYDRAULIC PUNCH DRIVER =D, 





GREENLEE TOOL CO., 1848 COLUMBIA AVENUE, ROCKFORD, ILL 





SMITH-GATES ELECTRIC 


LINE-O-HEAT 


FOR 2 YEARS! 


It’s the best heating cable to 
keep water pipes from freezing 


Line-O-Heat can take a beating 
and keep on heating—-so depend 


sble it carries a 2-year guarantes 


Prevents damaging freeze-up of Backed By 


water pipes, pumps. valves root 


valleys, gutters, eaves, etc National Advertising 


Wee FREE Deoler Aids 


ttle to buy and use. Safe 
proof shockproof waterproof 

apply where needed, secure 
roperly installed it will keep water 
zing at 5 below. It's the heat 
an sell with contidence as well as 
x standard lengths from 3 to 


. 
VAC use onger lengths for 24 


Write for FREE Catalog Listing 
35 Electrical Aids 


SMITH-GATES corp. 


DEPT. H77, PLAINVILLE, CONN. 


JACKSON YARDLIGHTS 


PORCELAIN ENAMELCD 


¢ Jackson Yardlights are impervious to 
wind and weather and truly last a life- 
time. Made of one-piece heavy gauge steel 
finished in three coats of Vitreous Porcelain 
Enamel. Completely wired and assembled. Listed by U. L. 
Approved for R. E. A. installations. 
SOLD ONLY THRU WHOLESALERS 








SELL — .__ ,Qvality 
Service 


GET — swags 


ORNAMENTAL LIGHTING BRACKET NO. 6957 


nish block and bross. Height is 7 extends 

y wired. Individually packed. Ac 

bulb or PAR lomp and 

u mot side entrances of public 

buildings, ranch type homes, ond such ploces wher 
yrnamental brackets are needed 


SALES AIDS 





Snpacs 


MIDGETEStes 


1 


onditioning div., N 


r ( rp 


Millions of Steel 


IFFY GLIPS 


Serving the Electrical Industry 


pec 
MINERALLAC 


HANGERS, CLIPS, 
STRAPS, BUSHINGS 


Expert design, choice 

materials and con- 

trelled manufacture 

have beilt '‘tep-service 

and longest life” inte 
Minerallac Electrical Spe- 

delties. That's why the elec- 

trical industry ‘‘prefers Miner- 
aliec”. .. in steel and Everdur for 
banging pipe, conduit, BX cable, etc. 


Send for new litercture and prices 


MINERALLAC ELECTRIC COMPANY 


25 Werth Peoria Street— Chicago 7, iMinois 


MINERALLAC 
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BOOK REVIEWS 





Making Your Sales Meeting Sell 


Edward J. Hegarty 
McGraw-Hill Book Co 
New York, N. Y 


302 pages 


WRITE FOR 
CATALOG 


KRUEGER & HUDEPOHL, INC. 


THIeD « INCINNAT 
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NEVER BEFORE 
A LIGHT 
LIKE THIS! 


for Machine Tools 


20th Anniversary 
Assembly, Inspection 


LOCALITES fauurs 


a SENSATIONAL NEW FLEXIBILITY 


NEW Universal Arm Joints 
A 


@ gNn 
toria 


THE FOSTORIA PRESSED SYEEL 


U-20 
BLACK-GREY 
Synthetic 
Covered Conduit 


U-10E 
Extra Flexible 
Conduit 


U-100FC 
TWIST-LOC 
Conduit 


. 


- 


ye 
se 
Ye METAL HOSE CO. 


2107 Sowth Kedzie Avenue, Chicago 23 











QUALITY BUILT! 
ECONOMICAL! 
FLEXIBLE! 


é Easily Installed 
‘Soret Time and Money! 


WIREWAY 
CUT OUT BOXES 
VT ae 


QUALITY-BUILT 


ECONOMICAL 


FLEXIBILITY 


NEW PRODUCTS YOU CAN USE 





Cable Puller 
The Barth Corp., Cleveland, Ohio 
Flects cemannd | 


Nut Drivers 
Vaco Products Co 
il] 


H 


, Chicago 


Conduit Racks 


The Frick Gallagher Mfg. Co 
Wellston. Ohio 








SOLD THROUGH DISTRIBUTORS ONLY 
Write Today for Catalogs and Prices 


THE HUENEFELD CO. 
Cincinnati 25, Ohio 





SPECIALISTS 
FLUX 


for 


SODERING 
BRAZING 
WELDING 


L. B. ALLEN CO., Inc. 
6701 BRYN MAWR AVE 
CHICAGO 31, ILL. 


< SINC, 


Make tough jobs 


easier with a 
HYKON 
REELIFT 


HANDLES 


up to 


2000 It 


Box 923, Mt. Union 


ALLIANCE, OHIO 





FOR 
MODERN 
QUALITY 
FITTINGS 

Specify 





Altiantic (‘onpuit J ittines 


COMPANY 


BOSTON MASSACHUSETT 
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cLassiFieD SELLING OPPORTUNITIES aovertisine 


AGENTS WANTED LINES WANTED . 


UNDISPLAYED 


w + 


PCSITIONS WANTED 





| 210 W. 8th St 


MANUFACTURER’S 
REPRESENTATIVES 
WANTED 


presentati 


SELLING OPPORTUNITIES OFFERED 


A fiiceme 


tional work. Commissior 


n ar Northern |! 


tan Chicag Nebraska 


ma T nas F 


For details, write to 


RW6975, Electrical Wholesaling 
330 W. 42 St. New York 36, N. Y 


SELLING OPPORTUNITY WANTED 


es Wante 


FREE LITERATURE 








OPPORTUNITY ROBOT OPERATORS 


OPEN > CLOSE - LOCK: DOORS, GATES 
.. Ehlectroni ally 


COMMERCIAL, INDUSTRIAL 
RESIDENTIAL & SPECIAL 
“ 


MANUFACTURERS 


ROBOT APPLIANCES. INC 





lighting fixtures exclu 


E.L. POLSINELLICO. 


Kansas City 5, Mo 








RA 
u 
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rida, lowa and 


BUSINESS OPPORTUNITIES 


DISPLAYED 


- MANUFACTURER'S 
REPRESENTATIVE 
WANTED 


1 w 


known wit 


Great Northern 
Manufacturing Corporation 


1056 North Wood Street 


22. IIllin 


BEimont 


Ch cag¢ 


Telephone 5-0600 


Manufacturer's Representatives 
Wanted 


RW.-7253 Electr 
330 W. 42 St 


cal Wholesaling 


New York 36. N Y 





YOUR MOST DEPENDABLE SOURCE 
OF BOXES & FITTINGS .. 


(rro el 


Preferred by more contractors today, becouse 
ARROLET's products answer modern installa- 
tion problems, saving time and costs 





HANDY BOX with 
MOUNTING BRACKET 


1,” deep. — Made with 
new type angie bracket 
for quick, accur 


tallations 


Cat. No. HB-10-BA 





ssi 

(eo 

b x a ‘_ 

te o 

es 2 
» ft 





NON-GANGABLE 
SWITCH BO 


So 


Cat. No. 200 





ARROVAL 
FITTINGS 











nits to 


Write for Our New Catalog. 


(rrolet )) 


en 2 2ek 2 Benen, | 


MONTGOMERY 
PENNA 


Sales Representatives & *Warehouse Stocks 
BALTIMORE, MO. * CHARLOTTE, N.C. * *CHICAGO 
LL. * *CINCINNATI, OHIO * DENVER, COLO. * 
"LOS ANGELES, CALIF. © “MIAMI, FLA. © NEW 
ORLEANS, LA. * WHEW YORK, WY. * NEWTON CENTRE 
MASS. * “PHILADELPHIA, PA. * ROCHESTER, WY 








ADVERTISERS’ INDEX 


Abolite Lighting Div.. Jones 
Metal Products Co. 


Accurate Mfg. Co. 

Adam Electric Co.. Frank 
All-Steel Equipment Ine. 
Allen Co., Ine., L. B. 


Anaconda Wire & Cable Co. 28. 


2 

4 
Appleton Electric Co. second 
Arrolet Corp. 


Atlantic Conduit Fittings Co. 


Berko Electric Mfg. Corp 
Blackburn Corp., Jasper 
Blackhawk Industries 
Breidert Co., G. C., The 
Briegel Method Tool Co. 


BullDog Electric Prod. Co. 72. 


Bussmann Mfg. Co. Fourth 


Certified Ballast Mfgr« 
Champion Lamp Works 
Chase & Sons, Ine. 
Cirele F Mfg. Co 
Clifton Conduit Co., Ine. 


Conduit Nipple Mfg. Co., Div 
of Pittsburgh Nipple 
Works, Inc 


Conduit Pipe Products Co 
Crescent Ins. Wire & Cable ¢ 
Crouse-Hinds Co. 


Cutler-Hammer, Ine. 
Dossert Mig Corp. 


Economy Fuse & Mfg. Co 


Electrical Fittings ¢ orp. 


Fostoria Pressed Steel 
Corp. The 


Fullman Mfg. Co 


Furnas Electrie Co. 


Gedney Electric Co. 
General Cable Corp. 
General Electric Co. 
Lamp Div. 
Frumbull Components 
Dept 
Creenlee Tool Co 
Guth Co., The Edwin F. 


Hazard Ins. Wire Works 
Hubbell, Harvey Ine. 
Huenefeld Co... The 
livkon Mfe. Co. 


IIseo ¢ orp 


Jackson Electrical Co. 
Jones Metal Prod. Co.. The 


Kennecott ¢ opper Corp 
Kev stone Miz. Co. 
Krueger & Hudepohl, Ine. 


Leviton Mfg. Co 


Midwest Electric Mig. Co. 
Minerallae Electric Co 
Moe Light. Ine 

Murray Mfe. (x 


National Electri 
Products Corp. 


Okonite Co... The 
0. Z. Electrical Mig. Co.. Ine 


Paine Co., The 
Pass & Seymour, Inc. 
Peerless Electric Co., The 
Phelps Dodge Copper 
Products Corp. $l 


Plymouth Rubber 

Co.. Ine. 1 Cover 
Porcelain Products, Ine. 92 
Powercraft Corp. 116 
Pryne & Co. Ine. 113 
Pyvle-National Co., The 


Pyramid Instrument Corp. 


Republic Steel Corp. 
Revere Electri« Mig. Co, 
Rhodes, Inc... M. H 

Ridge Tool Co... The 
Roller-Smith Corp. 

Rome Cable Corp 

Roval Electric Co., Ine 


Sangamo Electric Co. 

Signal Engineering & Mfg. ¢ 
Smith-Cates Corp 

Sorgel Electric Co. 

Square D Co. 

Steber Mfg. Co. 

Steel & Tubes Div. 


Sylvania Electric Products. 


Ine 


Thomas & Betts Co., The 
Prade-Wind Motorfans, Inc. 


United States Rubber Co. 
Universal Clay Prod. Co., The 
Universal Metal Hose Co. 


Weaver Co.. J. A 
Western Ins. Wire Co. 


Youngstown Sheet & 
Tube Co.. The 


SELLING OPPORTUNITY SE¢ 
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SLIPKNOT SLIPKNOT 


. A WHOPPING A 60-FOOT 
120-FOOT ROLL! ROLL 


: \ =16 KING SIZE =8 REGULAR 


KING SIZE costs much less per foot! 
KING SIZE jast- longer on the job! 
KING SIZE cuts down shelf pace, reduce 


inventory! 


KING SIZE roll sales meu 


profit of standard rolls! 


KING SIZE is the sare superior Lape which 


largest seller the world over 


PLYMOUTH RUBBER COMPANY, INC., CANTON, MASS., U.S.A. 





''We Cut Motor Repairs For 
One of Our Customers from 
18 Motors per Year to 2 
— by installing Fusetron 


Fuses’ 


The owner o large por 
sur customers sos a great number of 


ilery farm 18 one of 
motors tor } grinders heating sys 
tems, ete 
But these motor were giving him so much 
rouble that we re rewinding 12 to 24 burned 
motors 
rent atir x the maotars with 
u fuses. He okayed it 
r following their applica 
were repaired and this 
over lubrication 
nd are guaranteed tor 
be sure they are properly 
we recommend to all 


that he use Fusetron tuses 
Lawson E Cobb, , 


Fusetron fuses do more than protect meters against 
burnouts I he ibolish needless blows, permit 
se { proper ive witches and panels they 


‘ e « 


And Fusetron tuses give you greeter safety 


Vheir 1,04 ‘ 


ny interr ipting rating is = 
Js network system capacives BELLAIRE ee ae eed 
t future circuit growth FUSES THROUGHOUT ENTIRE ELECTRICAL SYSTEM! 


FOR LOADS ABOVE 600 AND UP TO 
5000 AMPS. USE BUSS Hi-Cep FUSES! 
less, they have unlimited interrupting 


any faule rrent When « rdinated 


a my Pn ses they will not open ahead of the fuse 
nearest tault Worite for bulletin HICS 


SHOW YOUR MOTOR REPAIR 


FRIENDS 


HOW FUSETRON FUSES 


can help them get and hold profitable business 


The above condensed message on FUSE 
TRON dual-element fuses can furnish you 


with the basis for a real sales talk 


It shows how a New England motor re 
parr shop has taken advantage of FUSI 
TRON dual-element fuses to serve its cus 
tomers and build the kind of good will that 


brings hack rep. if busine ss 


AY THE MAR? 


‘BUSS FUSES 


=FUSETRON@ 


By repeating this actual experience of the 
New England Electric Motor Exchange two 
men who are interested in che protection ol 
motors you may do them a real favor and 
at the same tim ex pos yourself t sore 


profitable fuse business 


Bussmann Mfg. Co., St. Louts Mo 
McGraw klectri 


Divisio Company 


FOR INSTALLATION THROUGHOUT THE ENTIRE ELECTRICAL SYSTEM 





